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Council back down over parking 


BRIDPORT traders have welcomed the decision by 
Dorset County Council to reassess proposed changes 
to the price of on-street parking in the town - and 
campaigners say they will now press ahead with new 
schemes to improve the situation further. 

After months of campaigning from local businesspeople, 
the county authority has finally decided to back down on its 
plans to introduce charges for on-street parking in Brid- 
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Unit 1, Grove Trading Estate, 
Dorchester, DTI 1ST 


by Jack Dixon 


port. A policy development panel set up by the county 
council examined the issue, following strong opposition to 
the proposals from high-street traders. 

And now a new set of criteria will be used to consider 
whether on-street parking is right for an area, on a case- 
by-case basis. 

But having succeeded in reversing the decision, Bridport 
Business, the town’s chamber of trade, is already pushing 
forward with plans to implement a pay-on-exit scheme for 
larger car parks to help attract visitors. 

Karen Hussey, secretary of Bridport Business, said: “We 
are delighted that the county council is going to look at us 
as an individual case because you cannot have a one-size- 
fits-all policy on parking. 

“We have been battling against these proposals since they 
were first announced because of the impact they would 
have had on people coming to Bridport and the length of 
their stay. Bridport Business will now continue to work 
closely with West Dorset District Council’s head of park¬ 
ing Chris Graves to move forward with plans to implement 
a pay-on-exit scheme, which will prevent visitors from 
clock-watching when they come to the town. 

“This will remove another barrier to the public, and will 


be good news for shoppers and shop-owners.” 

The cross-party panel of councillors established that 
there were benefits from well-designed schemes in appro¬ 
priate locations, but agreed on a number of principles to 
apply when looking at options for introducing pay and dis¬ 
play schemes. 

Paying for parking on the street will now only be used 
when there is a clearly defined problem to solve, such as 
traffic congestion or when there is limited parking avail¬ 
able in the town. 

Councillor Bill Trite, chairman of the policy develop¬ 
ment panel, said: “On-street pay and display will not be 
introduced purely as a source of income for the council. 

“There must be a distinct problem to solve, where pay 
and display would be an appropriate solution. 

“To produce a scheme that solves a local issue, we need 
to understand local needs, conditions and concerns. One 
size does not fit all.” 

Business owners ran a successful campaign after the pro¬ 
posals were presented in September, and a petition organ¬ 
ised by market traders earned the support of West Dorset 
MP Oliver Letwin among others. 

And following the overturning of the plans, on-street 
parking schemes will be reviewed on an annual basis to 
make sure they have achieved the desired result. 
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DORSET author Jennie Ann Rake has been de¬ 
lighted with feedback from her debut novel. De¬ 
ception, Lies and Chocolate Muffins - mostly 
receiving four and five star reviews from her read¬ 
ers. 

Writing the book was hard work - only to be fol¬ 
lowed by a struggle to get it published. Why then 
would she want to do it all over again? The sequel 
is already underway with eight chapters written. 

Many may know her for other reasons - she has 
been speaking throughout the county promoting 
the concept of Fair Trade goods, something she 
remains passionate about together with her love 
of knitting, sewing, her cats, family and hus¬ 
band...although, as she points out, not necessar¬ 
ily in that order. 


■ YOU spent much of your life out of the area, 
bringing up a family and teaching. What was it that 
made you want to settle in Dorset? 

We have been in Dorset for nine years now. When we 
came back to the area it felt like we were coming back 
to our roots. David's (husband) maternal grandma, Flo¬ 
rence Bartlett, was brought up at the Crown Inn at Up- 
loders, where her mother was the licensee, and there 
are other family members around. When Florence mar¬ 
ried Joseph Rake they went to live in the Stourpaine 
area. 

■ HOW did you both meet? 

We met through the church choir. He was also a bell¬ 
ringer, and still is. We married in Buckinghamshire in 
1971 where we had three children and where the book 
is based. It was our move to Dorset in 2005 which had 
all sorts of problems which inspired the book. I had one 
of those conversations with our solicitor who said 'you 
could write a book about this'- and I thought'why not?'. 
I suppose I always thought I had a book in me, but it 
was that which got be started. 

■ AS a youngster were you always keen on books? 

Yes although I wasn't really fixed on any particular 
books. I do remember a series of stories about a brother 
and sister who went for holidays in different countries, 
although it seems a little implausible as an adult. I loved 
writing at school, what we used to call 'composition' in 
those days and I would illustrate some of my stories 
with drawings. I continued to be interested in writing 
while I trained as a teacher at Rolle College in Exmouth 
and tried my hand at poetry and writing music. 

■ NOW you are published, how much does it matter 
to you what people say about the book? 

For my self-esteem I like to know that people like it. It's 



nice that most people do seem to like it and that a pub¬ 
lisher thought it was worthwhile. The other aspect is 
that I had set writing it as a personal challenge, so I en¬ 
joyed achieving that and knowing that it's out in print 
and that even if they don't buy it people can borrow it 
from a library. Getting feedback is encouraging and 



SECOND 

INTERVIEW 


... your local newspaper team 






l_L_ 

PHILIP EVANS 

Managing Director 

01297446155 

philip@pemedia.co.uk 



JACKIE EVANS 

STUART BROOM 

JAMES COLES 

ALISON KING 

HARRY WALTON 

FRANCESCA EVANS 

TREVOR BEVINS 

HOWARD LARC0MBE 

Production Manager 

General Manager 

New Media Manager 

Office Manager 

Chief Reporter (Weymouth) 

Reporter 

Dorchester Reporter 

Sports Editor 

01297446141 

07966140429 

01297446155 

01297446057 

01305787843 

01297 446154 

07763535778/01305268457 

01297446152 

jackie@pemedia.co.uk 

stuart@pemedia.co.uk 

james.coles@pemedia.co.uk 

reception@pemedia.co.uk 

hdswalton@yahoo.co.uk 

francesca@pemedia.co.uk 

trevorbevins@gmail.com 

howard@pemedia.co.uk 



LISA BRIGHT 

Sub-Editor 

01297446144 

lisa@pemedia.co.uk 


NATALIE EDMEADES 

Advertising Sales Manager 
01297 446145 
natalie@pemedia.co.uk 


R0BC00MBE 

Sales Executive 

01297446146 

iob.coombe@pemedia.co.uk 


LAUREN TAYLOR 

Sales Executive 

01297446156 

lauren@pemedia.co.uk 


ROB LARC0MBE 

Entertainment Editor 
01297 446140 
rob@pemedia.co.uk 


MARIE CHURCHILL 

Property View Designer 

01297446143 

marie@pemedia.co.uk 


MARK TAYLOR 

Designer 

01297446141 

mark@pemedia.co.uk 


HAYLEY SAUNDERS 

Designer 

01297446141 

hayleysaunders@pemedia.CQuk 


ANITA R0UTLEY 

Accounts Manager 

01297446149 

accounts@pemedia.co.uk 


ANDREA BUDDEN 

Credit Controller 
01297 446148 
andrea.budden@pemedia.co.uk 



Published by Devon, Dorset & Somerset Series of Newspapers Ltd 
St Michael's Business Centre, Church Street, Lyme Regis, Dorset DT7 3DB 
Telephone 01297 4460571 Fax 01297 444981 
E-mail pemedia@pemedia.co.uk I Web www.viewfromonline.co.uk 


view 

from 

nempaptn 


people have been asking what happens to Hattie next, 
so I've made a start on the next one and I am up to 
chapter eight at the moment...I had one of those'light 
bulb moments'and came up with how to do it. 

■ WHICH writers have inspired you? 

I used to read Ruth Rendell under the name of Barbara 
Vine and in the past I've been keen on Thomas Hardy 
and Jane Austin.Then I discovered Katie Fforde, Joanna 
Trollope, Jill Mansell and Catherine Alliott. At the mo¬ 
ment I like Joanna Trollope because she goes a bit 
deeper and deals with real-life issues. 

■ DO you have a favourite word? 

Yes, I like'chuckled' - it's a charming word, sort-of cud¬ 
dly and good fun. 'Chuckled' has got something about 
it...but I do have to make sure that I don't use it too 
often. 

■ AND assuming you have some spare time what 
else do you like to do? 

I knit. I'm currently working on my third patchwork quilt. 
I like to sew, like one of the characters in the book. I'm a 
fairweather gardener and I love cooking for my hus¬ 
band and looking after my three pampered cats. 

■ WHAT would your perfect Dorset day be? 

A mid-morning walk by the sea at Ringstead Bay fol¬ 
lowed by a cup of coffee and then, later a picnic lunch 
and a paddle at Burton Bradstock and finally fish and 
chips at West Bay watching the sunset - food, fresh air 
and sea breezes. 
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Info at a glance... 

HOSPITALS 


Dorset County Hospital. 

.(01305) 251150 

Bridport Community Hospital. 

.(01308) 422345 

Weymouth Community Hospital. 

.(01305)251150 

Portland Community Hospital. 

.(01305) 820341 

DOCTORS 


Dorset Out of Hours GP Service. 

.0845 600 1013 

BridDort Medical Centre:. 

.(01308) 421896 


Kent House Medical Practice. 

.(01297) 443399 

Elms Medical Centre. 

.(01297) 561068 

DENTISTS 


Dorset Dental Helpline. 

.(01202) 854443 

CHEMISTS 


Bridport Lloyds Pharmacy (call to check late opening hours). 

.(01308) 424350 

Bridport Co-op Pharmacy (call to check late opening hours). 

.(01308) 422100 

Bridport Boots (call to check late opening hours). 

.(01308) 422475 

Lyme Regis Boots. 

.(01297) 442026 

Charmouth Pharmacy. 

.(01297) 560261 

Beaminster Chemist. 

.(01308) 862288 

Weymouth Lloyds Pharmacy. 

.(01305) 785484 

Portland Boots Pharmacy.....(01305) 820409 

SPORT & RECREATION 

Beaminster Bfit. 

.07792 791038 

Weymouth College Sports Centre. 

.(01305) 208713 

Budmouth Community Sports Centre. 

.(01305) 830508 

Thomas Hardye Leisure Centre. 

.(01305) 266772 

St Osmund's Sports Centre. 

.(01305) 756472 

LIBRARY SERVICE 


Bridport Library. 

.(01308) 422778 

Burton Bradstock Library. 

.(01308) 897563 

Beaminster Library. 

.(01308) 862362 

Lyme Regis Library. 

.(01297) 443151 

fharmnuth 1 ihrarv 

(01297) S60640 
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Weymouth Library. 

.(01305) 762410 

Portland Tophill Library. 

.(01305) 820171 

Portland Underhill Library. 

.(01305) 820149 

LOCAL COUNCILS 


Dorset County Council. 

.(01305) 221000 

West Dorset District Council. 

.(01308) 422248 

Bridport Town Council. 

.(01308) 456722 

Beaminster Town Council. 

.(01308) 863634 

Lyme Regis Town Council. 

.(01297)445175 

Charmouth Parish Council. 

.(01297) 560826 

Weymouth and Portland Borough Council. 

.(01305) 838000 

Dorchester Town Council. 

.(01305) 265844 

Portland Town Council. 

.(01305) 821638 

POLICE. 

.101 

TOURIST INFORMATION 


Bridport TIC . 

.(01308) 424901 

Lyme Regis TIC. 

.(01297) 442138 

Dorchester TIC. 

.(01305) 267992 

CITIZENS'ADVICE 


Bridport CAB. 

.(01308) 456594 

Weymouth CAB. 

.(01305) 782798 

Dorchester CAB. 

.0845 231400 

SAMARITANS 


Local helpline. 

.(01305) 771777 

ALCOHOLICS ANONYMOUS 24 hour helpline 


Answered locally in confidence. 

.0845 7697555 
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Broadchurch stars set 
to return to West Bay 


SOME of the biggest stars of the small screen will be 
making their long-awaited return to West Dorset this 
year, after ITV confirmed the cast for the new series of 
Broadchurch. 

Initial episodes of the smash hit series, written by local 
screenwriter Chris Chibnall, were filmed in West Bay and 
first broadcast in March last year. 

Following the international success of the series, an¬ 
ticipation has been mounting as to when a follow-up 
would be confirmed. 

And months of speculation came to a head on Mon¬ 
day (May 12th), as ITV bosses finally revealed the cast 
and announced that filming will begin shortly. 

Headline names DavidTennant and Olivia Colman will 
return as Alec Hardy and Ellie Miller, with Jodie Whit¬ 
taker and Andrew Buchan, who play Danny's parents 
Beth and Mark Latimer, also set to reprise their roles. 

ITV's Director of Drama, Steve November, who com¬ 
missioned the new series, said: "We are delighted that 
Broadchurch is back in production, but we are remain¬ 
ing tight-lipped about how the story develops. 
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• Over 50 years experience in bathroom design 

• Award winning bright and airy showroom 

• Installation service and no obligation home survey 

• Established local family business 

Mill House, Millers Close, Dorchester, Dorset DTI 1SS 
tel: 01305 259996 

web: www.bathroominspirationsdorchester.com 


"Suffice to say Chris has delivered as always and the 
scripts are just as exciting as the first series." 

The first episode rating of 9.1 million - a 31 per cent 
audience share - saw Broadchurch achieve the highest 
weekday launch of a new drama across all broadcasters 
since ITV's Whitechapel in January 2009. 

And ahead of the second series curtain raiser, the first 
series is to be shown again on ITV Encore - the broad¬ 
caster's new channel - which launches on June 9th. 

The new series will be executive produced by Mr 


Chibnall with Richard Stokes continuing on production 
duties. 

James Strong, who directed five episodes of the first 
series, will again be directing the first two instalments 
of the new series. And he said there would be no give¬ 
aways about the storyline. 

He said:"The reaction to Broadchurch from UK viewers 
has been incredible. So we would like viewers to enjoy 
the new series knowing as little as possible about what 
is to come and for the story to unfold in real time." 


'A grade'student receives 


AN ‘A-GRADE’ Bridport student 
has been awarded a prestigious 
scholarship worth up to £4,000. 

Walter Goodwin, a civil engineer¬ 
ing student at Colyton Grammar 
School in East Devon, is the first to 
claim the QUEST scholarship, 
which will help to pay for his uni¬ 
versity tuition. 

Funding for the scholarship is 
provided by members of the Insti¬ 
tution of Civil Engineers (ICE) and 
is used to reward individuals show¬ 
ing leadership potential, teamwork, 
commitment, initiative and aca¬ 
demic ability. 

A financial boost worth £1,000 a 
year for up to four years will now 
be granted to Walter to help him 
through his degree course. 

He said: “What draws me to civil 
engineering is its scope. Creating 
something new opens an infinite 
field of unexplored possibility and 
with the world changing as quickly 
as it is today, civil engineering is 
becoming even more fascinating. 

“It is a brilliant paradox that civil 
engineering is one of the world’s 
oldest professions and yet also one 


of the most dynamic and ever- 
changing. 

“For thousands of years, civil en¬ 
gineering has been driving human 
development.” 

ICE represents 80,000 qualified 
and student civil engineers in the 
UK and across the globe, and has 
worked with industry to ensure that 
construction and civil engineering 
remain major contributors to the 
UK economy. 

ICE Fellow David Butler (pic¬ 
tured, right), helped set up the 
scholarship at Colyton, and hopes 
similar scholarships will be estab¬ 
lished elsewhere in the region. 

QUEST Regional Director Trish 
Johnson, who was on the judging 
panel for the awards, said: 
“QUEST scholarships are awarded 
to those achieving and striving for 
the highest standards. 

“Walter has shown a great enthu¬ 
siasm for engineering and will use 
the scholarship to aid him in his 
studies. 

“We are pleased to announce that 
the award has been given to Walter 
and wish him the best with his stud- 


scholarship 

ies and future career in civil engi¬ 
neering.” 



■ WALTER Goodwin (left) has 
been awarded the prestigious 
QUEST scholarship to help fund 
his civil engineering degree. 
Walter is pictured with David 
Butler, Fellow of the Institution 
of Civil Engineers (ICE), who 
helped set up the scholarship 


Beauty spot theft vehicle seized 


POLICE have seized a vehicle in connection with a 
recent spate of thefts from cars parked at beauty spots 
in the Bridport area. 

A car was stopped in Puddletown, near Dorchester, on 
Friday (May 9th) after officers deemed it not to be road¬ 
worthy. 

But the vehicle is thought to belong to suspects con¬ 
nected with the thefts, recorded at beauty spots such 
as Eggardon Hill, Langdon Hill and Burton Bradstock, 
targeted recently by criminals. 

A police spokesperson said: "Following intelligence, 
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Dorset Police stopped a car in the Puddletown area on 
Friday. 

"The vehicle was seized because it was deemed not 
to be roadworthy. In addition, the driver has been re¬ 
ported for driving offences. The vehicle is believed to 
belong to a group of suspects who have been targeting 
cars parked at beauty spots throughout Dorset." 

Last month, police launched an appeal for motorists 
to be more cautious about leaving valuable items on 
display in their cars, with particular concern at tourist 
beauty spots. 

Following the seizure of the vehicle, police have rein¬ 
forced the warning message, encouraging members of 
the public to report any suspicious behaviour. 

Police say all expensive items should be hidden from 
sight, or better still left at home, to minimise the risk. 

The spokesperson added:"Dorset Police would like to 
remind motorists to follow simple steps to help keep 
their vehicles safe. 

"Windows and doors should always be securely 
locked when vehicles are left, and satellite navigation 
systems should not be left on display in cars. 

"If a vehicle has an alarm, always use it - even if the 
vehicle is only going to be left for a short period of time. 

"Members of the public are asked to report any sus¬ 
picious activity around beauty spots by calling 101 
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Road repair work set 
to start next month 


REPAIRS to storm-damaged 
roads in and around Bridport are 
set to get underway next month, 
after Dorset County Council an¬ 
nounced it would be spending £5.8 
million from the Government’s 
emergency fund to fill in potholes 
and fix other highways problems. 

Highways teams will carry out 
repair work on the road from 
North Allington to the Dottery 
junction, starting on Monday, June 
9th, during the first phase of the 
programme. 

Bridport councillors last month 
called for pothole repairs in the 
town to be made a priority, with 
persistent problems reported in 
Victoria Grove and Coneygar 
Road in particular. 

But there is no timescale for re¬ 
pair works beyond those specified, 
and other roads in the area will be 
patched up later on in the process. 

The county authority says the 
programme for repairs has been 
structured so that staff and ma¬ 


chinery can be used in the most ef¬ 
ficient way possible, and in the 
meantime other teams will be tem¬ 
porarily filling potholes to ensure 
roads remain safe. 

Andrew Martin, the council’s 
head of highways, said: “It has 
been a complicated process, pri¬ 
oritising roads and then planning 
the route of the teams to use the 
Government’s money in the best 
way possible. 

“We are repairing long sections 
of A and B roads, together with 
shorter, trickier C and D roads. 

“The lower class roads are strate¬ 
gically important for Dorset, but 
they often give us difficult logistic 
problems with the size of the ma¬ 
chinery that we use. 

“The Government want us to use 
this emergency fund by the sum¬ 
mer holidays and this may mean 
that we only have a short time to 
inform local residents that this is 
happening in their area - so please 
be patient, we will do our best to 


keep people up-to-date.” 

Temporary and more permanent 
signs will explain to road users 
what is happening in specific 
areas, and these may include advi¬ 
sory speed limits when the surface 
is in a poor condition. 

Councillor Peter Finney, Cabinet 
Member for Environment and 
Economy, said: “It is important for 
us to maintain Dorset roads for the 
benefit of the economy. 

“The tight deadline the Govern¬ 
ment has given us means that we 
have to work quickly to take ad¬ 
vantage of this fund. 

“The county council will con¬ 
tinue to bid for more funding from 
the Government to help address 
the funding gap between what we 
need and what we have received. 

“As always I would caution driv¬ 
ers to adapt their driving to the 
conditions of the road and take 
care on roads that have deterio¬ 
rated.” 
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HAPPY18TH 

• J 4 

„ BIRTHDAY 

1 

x JESSICA 

1 1 

\J 0N15TH MAY2014 


Love & best wishes 


#> Mum&Dadxxx 



» HAPPY 50TH 
‘ BIRTHDAY 
DAVE 

ON 17THMAY 

Lots of love Mum, 

Brothers & Families xxx 


7 


HAPPY 7TH 
■ BIRTHDAY 

LIBBY 

ON 19TH MAY 

Lots of love to our 
gorgeous little lady, with 
all our love Mummy, 

* Daddy & Chloe Mae xxx 


, JOANNE 
DUNCAN I 

WISHING YOU A VERY 
HAPPY 40TH BIRTHDAY 
ON 18TH MAY 

With lots of hugs & kisses 
Mum&Dadxxx 


w 


Jiappy Golden 
Weddingj/lnnwersary 

JENNY & KEITH 
LANGTON 

With love § admiration 
from Margarita dj (Jack 



HAPPY13TH 


BIRTHDAY 

rf 

/ ^uth Jones 

l / 

ON 7TH MAY 

JL i 

Love & miss you, 
Nanna & Grandad 

‘ / 

TEENAGER IN THE MAKING 


FREE FAMILY ANNOUNCEMENT FORM 

Message. 


Date for insertion Wednesday_/_/_ 

Send to: Devon, Dorset & Somerset Series of Newspapers Limited, Unit 3, St Michael's Business Centre, Church Street, Lyme Regis, 
Dorset, DT7 3DB 

Signed:.Telephone:.Address:. 


Please include SAE for return of any photos. 

PLEASE NOTE: We cannot accept announcements without a signature, adress and telephone no. 
All announcements must be in by 12 noon on Friday for the following weeks publication. 


Make walking part of your commute 


DORSET County Council is sup¬ 
porting this year's living Streets' 
National Walk To Work Week 
which takes place from Monday, 
May 12th to Friday, May 16th. 

Employees and businesses 
across the county are being en¬ 
couraged to take part. 

Walking to work is a great way 
to improve fitness and save 
money. 

Walking is the cheapest, sim¬ 
plest and one of the most effec¬ 
tive forms of exercise and 
walking for just 20 minutes a day 


can transform fitness levels and 
improve health. 

To count as moderate exercise 
you should walk at about four 
miles an hour, which is about the 
pace you'd walk if late for an ap¬ 
pointment. 

Dorset County Council Cabinet 
member for environment and 
the economy Peter Finney said: 
"Walking just 20 minutes a day 
can help you lose a few pounds 
from your waistline, save a few 
pounds in your pocket and re¬ 
duce your stress levels. 


"Dorset benefits from many 
traffic-free routes so people can 
walk and cycle to work safely." 

Workplaces and individual em¬ 
ployees can register for Walk to 
WorkWeek, log their walks, com¬ 
pete with colleagues, check out 
the C02 saved and see how 
many calories they've walked off. 
Last year workplaces around the 
UK logged more than 80,000 
miles for Walk to WorkWeek. 

To register for Walk to Work 
Week visit www.walktowork 
week.org.uk. 


To advertise in the View From, phone our friendly 
and helpful sales team on 01297 446146 
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Could you be a foster parent? 


■ EVERY year Dorset 
County Council promotes 
Fostering Fortnight to en¬ 
courage people to come for¬ 
ward and explore the 
possibility of helping to 
look after children in care. 

Children need security 
and support and, this year, 
we are particularly looking 
for carers for older children, 
as three-quarters of children 
waiting for a foster place¬ 
ment in Dorset are aged 11 
or over. 

Have you ever considered 
fostering an older child? If 
so, now’s the time to find 
out more. 

Some children come into 
care for a short while and 
are able to return home, 


while others need long-term 
foster care. When I’ve spo¬ 
ken to foster carers they 
often say that, although 
challenging, it is very re¬ 
warding to help a young 
person through this crucial 
time in their life. 

Your support and encour¬ 
agement could help make 
sure that a child gets what 
they really need - a loving 
home and the opportunities 
to go on to make the most 
out of their life. 

We need carers who can 
provide the stability and 
boundaries to keep a teen 
safe, and make a real differ¬ 
ence as they move towards 
adulthood. 

Foster carers come from 


all walks of life. So whether 
you’re married, single, 
working, not working, have 
a family or live alone - 
please do not rule yourself 
out. 

If you think you have the 
time, patience and compas¬ 
sion to look after a young 
person in care, please get in 
touch. 

Our fostering team are 
happy to answer any ques¬ 
tions. 

Call 0800 1959654, or 
visit www.dorsetforyou.com 
/fostering 

Cllr REBECCA KNOX , 
Cabinet member for 
children’s safeguarding 
and families at Dorset 
County Council 


Whatever your view, make sure you vote 


■ I urge everyone to vote in this election. 
Treat the election as a referendum - it may 
be your ONFY chance to make you voice 
heard. 

If Fabour or the Fiberal Democrats have 
their way, you will not be given your dem¬ 
ocratic right to determine your future. 

If you are in favour of more European in¬ 


tegration, regulation, immigration etc then 
vote for a pro-europe party. 

If you want to leave the EU you must cast 
your vote for an anti-europe party. 

Whatever your view, it is important that 
you vote. 

Cllr KEITH DAY, 
Bridport 


WRITE TO: View from Letters, View from 
Newspapers, Unit 3, St Michael's Business 
Centre, LYME REGIS, Dorset DT7 3DB 



BAGS FOR LIFE | Slimming World members in 
Bridport have been showing their support for Can¬ 
cer Research UK by donating unwanted clothing 
to the charity's local branch. 

A window display was created in the shop to let 
people know about the fundraising effort, during 
which slimmers shed pounds to raise pounds. 

Bags of clothing, shoes, bags and belts have 
been piling up in the shop over the last two weeks, 
and store manager Pat Blake (centre) celebrated 
the successful campaign with volunteers Sarah 
Cross (left) and Leslie Ongley. 

Mrs Blake said: "Thanks to Slimming World we 
are creating more tomorrows. Their support will 
help bring forward the day when all cancers are 
cured." 


U3A's new music 
literacy group 

PAM Shearman is hoping to hit the right note by set¬ 
ting up a music literacy course with Bridport & Dis¬ 
trict University of the Third Age (U3A). 

The course will cover key elements such as how to 
read music, as well as key and time signatures. 

For more information about this new group and 
when it will start contact U3A's groups co-ordinator 
Pat Grafton on groupsbridportu3a@gmail.com 



SOPER 

SAVERS 


y 0% Finance Available «/ Open 7 Days 
/ Disposal Service / Free Local Delivery 



ALPHA 3 DOOR ROBE 


BALMORAL 4 6 BEO WITH 
HEAOBOARD 


London 
Lounge 


°**itur e ano^ 

174 Dorchester Rd, 
Weymouth 01305 B30111 

www.london-lounge.com 


































6 Wednesday 
May 14 2014 


viewonline24/7 

viewfromonline.co.uk 


view from news 


Hundreds celebrate town's 




■ GOOD PRACTICE: England Girls U15 goalkeeper Charlotte 
Johnson kept her hand in on the "Beat the Goalie" stall 




■ ROPEYS: Local trader Amanda Jones 
sold her unique'ropeys'at the Fair, which 
are currently available from Bridport post 
office 


heritage 


by Lottie Welch & 
Stuart Broom 


BRIDPORT’S first Rope walk Fair pulled in the 
crowds over the weekend, as hundreds of residents 
and visitors came together to celebrate the town’s rope 
and net-making heritage. 

The fair, organised to help raise funds for Bridport 
Museum and the Literary and Scientific Institute, was 
packed with events taking place over three days, with 
live music, stalls and a range of activities to entertain 
revellers. 

Some of the fair’s younger visitors took part in a 
skipping world record attempt, before dancing around 
the maypole in the Millennium Green to mark the oc¬ 
casion. 

Bridport’s current ropemaking firms brought a se¬ 
lection of traditional equipment to the heritage tent, 
providing a series of demonstrations in net-making 
and rope-winding during the day. 

And visitors could also pick up some of the locally 
produced rope from suppliers Edwards Nets and 
Coastal Nets, which both brought stalls to the fair. 

Emily Hicks, Curator at Bridport Museum and one 
of the organisers of the event, said: “The day ex¬ 
ceeded all my expectations. The weather held off and 
lots of people came to celebrate with us. 

“There was a brilliant atmosphere and we had lots 
of positive feedback. We are definitely looking to do 
it again next year and I would love to see more net¬ 
ting companies demonstrating what they do.” 

In conjunction with the fair, local retailers took part 
in a window dressing competition to decorate their 
shop windows with nets and rope. 

Julia’s House in West Street came out top of the pile 
after 17 shops took part in the challenge. 


PORTLAND 
STONE LTD 

SKIP HIRE 

(Ji) all sizes (^) 

BEST PRICES 
QUALITY SERVICE 

Tel ~ 01305 860044 

www.portlandskips.co.uk 


(j>e 

ANTIQUES CENTRE 


22 DEALERS ON 2 FLOORS SELLING 

ANTIQUES, VINTAGE ITEMS & 
COLLECTABLES FOR ALL TASTES 


Open 7 days - Delivery service available 



27 London Road, Dorchester, 
Dorset, DTI INF 


Tel. 01305 250066 
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at ropewalkfair 



■ ROPE WINDING: Staff from event sponsors Huck Nets demonstrate traditional rope-winding in the 
heritage tent 





■ HEAVE: Members of Bridport Round Table took part in the fair's Tug of War competition 



■ YOU DON'T FORGET: Jane Abbot who used to make hand make cargo nets for AmSafe shows she's 
not forgotten the skill watched by Production Supervisor Mark Lock 



.S CL 


BOWLS CLUB 



Sunday 18 th May 


10.30am - 1.00pm 

hJfuj not came aloncj and Luj - ill fcicef 

Assistance and advice for newscomers. 

All equipment supplied. 

Bar and refreshments available. 
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Greenfingers at town's Borough Gardens 


VOLUNTEERS were undeterred 
by the wet weather for the first 
'Grand Planting Day'oftheyearat 
the Borough Gardens in Bridport. 

Members of the Bridport Bor¬ 
ough Gardens community group 
and other volunteers came to¬ 
gether to help rejuvenate the gar¬ 
den, which is hidden between 
Tanyard and Gundry Lane, off 
South Street. 

Ahead of the planting day, the 
group, chaired by garden de¬ 
signer Sarah Wilberforce, con¬ 
ducted a questionnaire asking 
local people what they wanted to 
use the space for. 

And having weighed up the re- 


by Lottie Welch 


sponses, the group has set about 
creating a space for residents and 
visitors to enjoy. 

Garden Designer Gill Massey 
said: "Future stages will see the 
replanting of the south-facing 
walled garden border, once the 
scrubby growth has been pulled 
out and the depleted soil has 
been refreshed. All the planting is 
bee-friendly, and an 'insect hotel' 
will eventually be installed to en¬ 
courage them to visit regularly." 

Mayor of Bridport, Councillor 
Maggie Ray, who is co-ordinating 


the project, added: "Having at¬ 
tended the Hedgehog Day in the 
Community Orchard last month, 
we are also now aware of the 
need to keep some areas tidy, and 
we will have some 'hedgehog 
boxes'" 

The project is supported by the 
Dorset AONB Partnership, Magna 
Housing, the Bridport Environ¬ 
ment Group and Bridport Town 
Council. 

For more information about fu¬ 
ture events or if you would like to 
join the'Friends of the Borough 
Gardens Group', contact co-ordi- 
nator Maggie Ray at the town 
council offices at Mountfield. 


Burton Bradstock fayre returns 


BURTON Bradstock will see the re¬ 
turn of its popular Village Fayre, at 
the Rectory Walled Gardens, on 
Monday, May 26th. 

The fayre, which has been de¬ 
scribed by visitors as a traditional 
English event, is an ideal afternoon 
out for both visiting and local fami¬ 
lies. 

The event includes lots of stalls and 
games, a barbeque and refreshments 
in the village hall, where cream teas 
can be enjoyed. 

Games featured again for children 
this year are face and nail Painting, 
an obstacle course for under 12s, pig 


racing, coconut shy, ‘splat the rat’ 
and many more. 

There will also be stalls of bric-a- 
brac, plants, cakes and jams and a 
bottle tombola. 

This annual event is suitable for all 


ages and will be held from 2pm to 
4:30pm. 

A section of Church Road in Bur¬ 
ton Bradstock, outside the village 
hall, will be temporarily closed from 
12pm to 6pm on the day of the fayre. 


Milton Mill open garden 


BRIDPORT Red Cross and Power- 
stock-based charity Wawa are or¬ 
ganising a joint fundraising 'open 
garden'at Milton Mill, West Milton 
on the afternoon of Sunday, May 
18th. 

Numerous plants, South Ameri¬ 


can and locally made crafts will be 
on sale, as well as teas in the garden 
and a raffle. 

Entrance to the event is free and 
the garden will be open from 1 pm 
to 5pm. For further information call 
01308 485207. 





Reduce the cost of your energy bills! 


4kWp Solar PV System I Fully Installed 

From OKAOn 


inc VAT! 


Take advantage of the RHI 


Evergreen are now able to install: 

• Biomass Boilers • Solar Thermal • Heat Pumps 

Get regular payments from the NEW Government backed Renewable Heat 
Incentive Scheme. Payments can exceed installation costs. 

Call for information or to arrange a no obligation site visit 


Evergreen Renewable Energy reccx t- 




For a no obligation quote: t: 01297 443 209 info@evergreendeal.co.uk www.evergreendeal.co.uk 
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Get quacking to help boost music festival 


ARRANGEMENTS for the Jurassic Fields Music 
Festival are almost complete and the organisers are 
looking to boost fundraising by organising a Duck 
Race on Sunday, May 25th and will be selling ducks 
ahead of the event over the next two weekends. 

Having taken a stall at the Ropewalk Fair at the Mil¬ 
lennium Green on Sunday, they will be outside the 
Bridport Tourist Information Centre at Bucky Doo this 
Saturday (17th) and the following Saturday (24th) 
where there will also be a stall at Morrisons. 

Tickets cost £2 each or three for £5 and could win 


you a first prize of £250, with second £100 and third 
£50. 

On race day you will not only be able to watch your 
duck’s progress, but also sample some the bands tak¬ 
ing part in the festival who will be playing at the finish 
at Tanners in West Allington. 

The race, which begins at 1pm, starts at the bridge 
at AmSafe in St Swithun;s Road and finishes at the 
rear of Tanners in West Street car park, where Bridport 
Fire and Rescue Service will be on hand with an en- 
ginde to recover the ducks. 



Music from festival bands Shelbys Elbows, Mutter 
Slater and resident DJ ‘Tatoo’d Beat Messiah’ will be 
performing at the back of Tanners from 2pm and there 
will also be a BBQ and raffle throughout the after¬ 
noon. 

Please come along and support the event and enjoy 
a sneak preview of a few of the bands that will be par¬ 


ticipating in this year’s festival, which is a community 
event for all the family and is not for profit. 

Eighty per cent of any profit generated from this 
year’s event will be reinvested to hopefully improve 
and expand next year’s with the remainder split 
equally between local music projects in and around 
West Dorset, and a local charity or organisation. 


TOP DOGS | Some of Bridport's top dogs 
will once again be strutting their stuff as 
the Rotary Club of Brit Valley holds its an¬ 
nual companion dog show. 

The popular event will be held at the West 
Bay Showground on Sunday, May 25th with 
hundreds of entrants expected to compete 
in a range of pedigree and novelty classes. 

Prizes will be dished out in 21 categories, 
for the best fancy dress and the dog with 
the waggiest tail, among others. 

Pedigree class winner Hari (pictured left, 
with owner Steve Schurek) and novelty class 
winner Ruby (also pictured with owner Zoe 
Haime), took home the top awards at last 
year's event, and competition is likely to be 
fierce again. 

This year's event is being sponsored by El- 
well Boarding Kennels, with money raised 
to be donated to the Weldmar Hospiscare 
Trust, Parkinson's UK and other Rotary 
charities. 

The Portland Dog Agility team will also be 
entertaining the crowds, as well as other at¬ 
tractions and charity stalls to visit on the 
day. 

The entry charge for the event, which 
opens at 12noon, is £3 per adult with ac¬ 
companied children going free. For further 
information call 01308 423318. 


Showtime 



w 

WEYMOUTH 

COLLEGE 

Weymouth College 
Open Evening 

Wednesday 21st May 
5-7.30pm 



Pre-register now 

weymouth.ac.uk 
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Million 

A £1.3 MILLION project to re¬ 
generate accommodation for 
homeless and vulnerable adults 
in the Bridport area has been 
completed, after five years of 
preparation and development. 

The Pilsdon Community for¬ 
mally opened its rejuvenated 
‘Looseboxes’ accommodation 
complex at Pilsdon Manor this 
week, marking the third and 
final phase of its grand refur¬ 
bishment project. 

The Community, which has 
provided shelter and refuge for 
wayfarers in West Dorset for 
more than 50 years, opened the 
new buildings on Monday 
(May 12th). 

They include six rooms for 
accommodation, winter sheds 
for livestock, an amenity and 
activity room for social gather¬ 
ings and events, as well as a 
kitchen annex and food prepa¬ 
ration facility. 

Commenting on the new 
‘Looseboxes’ facility, the Rev¬ 
erend Michael Deegan, Pilsdon 
Community Warden, said: 
“The completion of this final 
phase of the five-year project 
has helped set Pilsdon on a path 
to the future. 

“These new buildings give 
Pilsdon the flexibility for 
growth and the space to be cre¬ 
ative, both with our longer term 
guests and with those who visit 


pound boost for Pilsdon Community 

for shorter times.” 

Established in 1958 as a 
refuge for vulnerable people 
experiencing a life crisis, the 
Pilsdon Community helps indi¬ 
viduals recover from addiction, 
mental health illness and vari¬ 
ous other personal problems. 

A Christian foundation built 
on a 12-acre estate at Pilsdon 
Manor, the Community is led 
by a team of core members, as¬ 
sisted by volunteers, who work 
to support 20 residents day to 
day. 

The Community was aided 
with the construction by build¬ 
ing industry charity CRASH, 
which contributed a project 
manager and building materials 
to the development free of 
charge. 

The Reverend Deegan added: 

“We were extremely lucky in 
being supported in our project 
by CRASH, which, through its 
members, has provided us with 
a free project manager from EC 
Harris, many free or at cost 
building materials and brought 
BAM - an international con¬ 
struction company - on board 
at keen rates to build it. 

“We are grateful to our sup¬ 
porters and for the generous 
partnership of Crash, EC Harris 
and BAM, and all the compa¬ 
nies that worked in support of 
Pilsdon to make this a reality.” 



MHO 


caravan 


the 
company 


.com 


THE UK'S LARGEST RETAILER 
OF USED TOURING CARAVANS 
OVER 250 IN GROUP STOCK 


WELL STOCKED ACCESSORY 
SHOP ON SITE 
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FISHERMAN'S TRAINING COURSES 
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PHONE STEVE ON: 077/7 752544 OR 0/297 445097 

OR EMAIL STEVE. J UR ASS ICQ YAHOO CO UK FOR AN APPLICATION 
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INTERESTED IN COMMERCIAL FISHING? WE ARE NOW RUNNING A 15 OAF 
fUUY FUNDED COURSE AS MENTIONED AMOVE TO ENCOURAGE NEW PEOPLE 
INTO THE INDUSTRY ON COMPLETION OF THE COURSE 
THIS WIU ENABLE YOU TO WORK IN THE FISHING INDUSTRY 

y 




COURSE DATES 


MONDAY 2ND JUNE * MONDAY 16TH JUNE 2014 


WS/ALSO DO’HSAtTHiS SAFRTT IN THf WORKPLACE COURSES AT THY CORR 
CENTRS TNECORR. ITME RE9IS DORSET 0T7 3JJ 

COURSE 
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^Hmmm.rnPAfOIATRIC FIRST AJ9 • KFAW FIRST AID AT WORK 
NFAITN 6 SAFETY AT WORK • RTA AND StA COINS COURSES 







































www.viewfromonline.co.uk 


Wednesday, May 14 2014 11 



NANTES 

Solicitors & Notaries 


NANTES 

Solicitors & Notaries 


www.nantes.co.uk 


Looking to buy or 
sell a property? 


Free Legal Advice 

in our Dorchester office 
48 High West Street 

No Appointment Necessary 

Every Wednesday afternoon from 2pm to 6pm 
If you have a legal problem and need advice 
please do drop in and see us 


Every Wednesday - 2pm to 6pm 


Call us on 01305 250100 


Call us for a quote today: 


We offer: 

Fixed fee - only payable 
on exchange of contracts 

100% Commitment 

Extensive local knowledge 

Good, solid, independent 
advice delivered free 
of legal jargon 




Conveyancing 

Quality 


Bridport Office 

36 East Street, Bridport, Dorset DT6 3LH 

Tel: 01308 422313 


Dorchester Office 

48 High West Street, Dorchester DTI 1UT 

Tel: 01305 250100 


Weymouth Office 

69 The Esplanade, Weymouth, Dorset DT4 7AA 

Tel: 01305 771000 
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Work on broadband ahead of schedule 


WORK to connect Bridport 
households to high-speed 
broadband is set to be com¬ 
pleted ahead of schedule, and 
residents are expected to bene¬ 
fit from the technology as early 
as July. 

Superfast Dorset, a partnership 
between the Government, BT 
and local councils, announced in 
February that Bridport, Char- 
mouth and Chideock would be 
connected to the fibre-optic 
service during the first phase of 
the rollout this year. 

And an 18km superfast fibre- 
optic broadband cable has now 
been installed under the A35 
between Charmouth and Brid¬ 
port, as part of the rollout pro¬ 
gramme. 

The new technology will allow 
residents and businesses in the 
area to connect to significantly 
faster internet speeds, and peo- 


by Jack Dixon 


pie in Bridport will be among the 
first to feel the difference. 

Preparation for the laying of 
the cable has so far gone accord¬ 
ing to plan and work is due to be 
completed well ahead of sched¬ 
ule, despite difficulties caused 
by the weather. 

Openreach Project Manager 
Andy Cadman said heavy rain 
had filled in a large proportion of 
manholes with silt, creating 
extra work for staff on the proj¬ 
ect. 

He said: "First we had to prove 
the duct was unobstructed from 
Charmouth to Bridport via 
Chideock, before we could 'blow' 
the fibre through the duct. 

"We normally expect to prove 
about 1km per week but were 
able to get the whole length 


completed in seven weeks - half 
the time we were planning. 

"We did this even though the 
rain had contributed to filling 
many of the manholes with silt, 
which had to be cleared. Also, as 
this was all along the A35 trunk 
road, we were working at nights 
for five weeks in pretty poor con¬ 
ditions throughout." 

After working through the 
night, teams were able to com¬ 
plete the work and avoid poten¬ 
tial delays, which could have set 
the rollout back by around three 
months. 

Residents can now expect to 
see download speeds of at least 
24Mbps by July, rising even 
higher as technology improves. 

Dorset County Councillor for 
Bridport Ros Kayes said: "It is fab¬ 
ulous that this work is being 
completed to schedule despite 
the adverse weather conditions. 


West Dorset Mencap AGM next week 


WEST Dorset Mencap will be holding its annual gen¬ 
eral meeting on Tuesday, May 20th at the Conserva¬ 
tive Club in Bridport, starting at 7:30pm. 

This year’s speakers include Carolyn Brightwater 
and Angie Blow, who run the Bridport Busy Bees 
group; Mike Ponchin of Dorset Advocacy will also be 
joining the meeting as a guest speaker. 

The Mencap group organises and attends regular 
events in and around the Bridport area. These are 


aimed at supporting those with learning disabilities 
and ensuring they attend regular activities. 

Dorset Advocacy works to provide relief for people 
living in Dorset with learning, physical or mental dis¬ 
abilities and those suffering frailty through age. 

The AGM is open for all to attend and light refresh¬ 
ments will be provided. 

For more information visit the West Dorset Men¬ 
cap’s website - www.westdorsetmencap.org.uk 


"We have been waiting a long in Bridport and it will make a big and people who work from 
time for high-speed broadband difference to local businesses home." 



ON STAGE | Some of Bridport's best young actors have lit up the stage at Salisbury Playhouse, after 
they performed a brand new play as part of the National Theatre's Connections Festival. Members 
of Bridport Arts Centre's BACStage youth theatre group had been working on their interpretation 
of'Heritage', written by playwright Dafydd James, and performed the finished article in front of 
their peers and hundreds of theatre fans to cap the competition. Kate Wilson, Learning Co-ordinator 
at the arts centre, praised the efforts of the group, who rehearsed around the clock to complete 
preparations for the show, after seeing the script for the first time in December 

Photo courtesy of ELLA SQUIRREL 



Full customer satisfaction GUARANTEED Perfect results EVERYTIME 


No joints • No seams • No leaks 
FibreTech Roofing GRP Systems 



0800 474 8784 


Your free local independent weekly newspapers, 
distributing 24,500 copies each week 
over West Dorset 

Local news for Bridport, Beaminster, Lyme Regis, 

Dorchester, Weymouth and Portland 

Cost effective advertising for local businesses with a free design service* 



For editorial call 

01297 446057 


For advertising call 

01297 446146 


For distribution call 

01297 446057 


www.viewfromonline.co.uk 

fa ce boo k.co m/vi ewf ro m o n I i ne @ vi ew_o n I i ne 

Independent paper since 2004 



^Subject to acceptance of conditions of advertising 


Part of Tindle 
Newspapers Ltd 
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Panasonic Store Dorchester 


EVERY GAME IS 
BETTER WITH 
PANASONIC VIERA 


m u» — 


w y E HOVIRt-OP wtD 

.NEW OWNERS • NEW MANAGEMENT 
. REFURBISHED STORE • GREAT DEALS 
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OFFICIAL TV 

FCBARCELONA 


PACKAGE OFFER... Who 

TX-42AS650B 142” Viera Full HD 3D IPS LED TV 


10 

ONLY 


• 1200Hz Back Light Scanning 

• Wi-Fi Built-in and Web Browser 

• 178° viewing angle 

• Freetime / Freeview HD Tuner 

ALL FOR ONLY... MM 

£ 799.99 


Package includes... 

FREE DMP-BDT160 Blu-Ray Player 
Half Price TV Stand 
£100 Cashback 
2x FREE 3D Glasses in the box 


£699.99 AFTER CASHBACK 



rncc 

DELIVERY & INSTALL 

...available on all items over £100 


TX-50A400B 50” Viera Full HD LED TV 

• 100Hz Back Light Blinking 

• Media Player/176° viewing angle 

• Freeview HD Tuner 


v 

SlUa 


SAVE £200! 

WAS £699. NOW ONLY... 

£499 


vicya 


DMC-SZ3 Lumix Digital Camera 

• 10x Optical Zoom LEICA DC Lens 

• 25mm Ultra Wide-angle 

• Creative Panorama 

HALF PRICE! 

WAS £98. NOW ONLY... 


£49 


TX-32A400B 32” Viera HD Ready LED TV 

• 100Hz Back Light Blinking 

• Media Player/176° viewing angle 

• Freeview HD Tuner 


SAVE £150! 

WAS £399, HOW ONLY... 

£249 



DMP-BD81 Full HD Blu-Ray Player 

• Access BBC iPlayer, Netflix, Facebook & More 

• Wireless LAN Ready / Multi User Mode 

• USB Connectivity 



EXCLUSIVE 

6 YEAR WARRANTY 

...FREE with selected TVs 


RECEIVE 

UP TO £300 CASHBACK 

...upon purchase of selected Viera TVs 


SAVE £30! 

WAS £80, HOW ONLY... 

£50 



NA-147VB5 Washing Machine 

• A+++ Energy Efficiency / 7kg Load Capacity 

• UOOrpm Spin Speed 

• LCD Display with Touch Buttons 


SAVE £130! 

WAS K29, NOW ONLY... 

£299 



Panasonic dorchester 

STORE in store I online I mobile 


44 Trinity Street. Dorchester, Dorset DTI ITT 

Call: 01305 267757 

sales@panasonicstore-dorchester.co.uk 
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Advertiser’s announcement 

Panasonic returns 

SOMETHING really exciting is happening in Dorchester’s 
Trinity Street: yes - your local Panasonic Store is returning 
on May 17th! 

Only this time the store will be operated by one of Dorset’s 
premier, long standing and well respected independent retail¬ 
ers - EB Marsh and Son Ltd - locally known as Marsh’s. 

With its multi brand stores based in Sturminster Newton, 
and Sherborne, Marsh’s have circa 85 successful years of 
trading with its focus on customer service, great products and 
superb after sales service. 

This, coupled with Panasonic’s continuing position as mar¬ 
ket leader in consumer electronics, makes this an unbeatable 
proposition - a local independent retailer backed by a market 
leader; a tmly ‘win win’ for any customer. 

You will not recognise the store which has undergone a 
complete and comprehensive refurbishment and will be of¬ 
fering a wealth of innovative products which include the latest 
generation of exciting 4K TVs that deliver spectacular view¬ 
ing experiences to the home, complemented by its latest range 
home theatre and audio products. 

But what may surprise you is Panasonic’s award winning 
eco friendly range of washing machines, fridge freezers, mi¬ 
crowave ovens, vacuum cleaners, plus the latest comprehen¬ 
sive range of award winning Lumix Digital cameras and G 
Series interchangeable lens cameras - in fact come in and be 
amazed at the broad and innovative range of products on offer. 

There will be fantastic offers: free six year warranties and 
up to £300 cashback on selected products across the product 
range and this coupled with experienced, knowledgeable and 
personable staff will ensure you make the right informed 
choice of products and services. 

The customer service will not just stop once you have made 
your choice but will continue through to the FREE delivery 
and installation on all items over £100, which is then backed 
up by Marsh’s unparalleled after sales service with their in- 
house team of delivery and service engineers, which will en¬ 
sure not only do you get the best out of your choice from day 
one but for many years to come. 

It really is about bringing Marsh’s motto, ‘For Service Be¬ 
yond the Sale’, to this new Panasonic store. 

Store manager David Passmore and his really friendly, 
knowledgeable team look forward to welcoming you to the 
new Panasonic Store located at 44 Trinity Street, Dorchester; 
tel: 01305 267757. So why not come in and get a great wel¬ 
come and see for yourself. 



PET CORNER | Staff at Groves Nurseries in Bridport celebrated the opening of their newly 
revamped pet section this week, along with representatives of James Welbeloved and Canin Pet 
Foods, who gave away free vouchers to mark the occasion. 

The new'pet corner' has been designed to be easier for customers to use and staff hope to see a 
surge in sales as a result. Members of the garden centre team were also joined by parrot rescue 
charity Birdline UK, who brought with them a number of the brightly coloured rescue birds to 
entertain young visitors. 

Groves Nurseries'Charlie Groves said: "Birdline UK is a wonderful charity that rescues unwanted 
or neglected birds across the UK. The parrots can live to over 100 years old so it is a huge commit¬ 
ment for someone to take on. These birds were all in wonderful condition and old and young alike 
really enjoyed meeting them." 

Pictured are Pet Shop Assistant Sadie James and General Assistant William Thompson in the new 
'pet corner'. 


LSI restoration takes step forward 


PROPOSALS for the restoration 
of the Literary and Scientific Insti¬ 
tute take a step forward this week 
with the submission of a final 
(Round Two) application for Lot¬ 
tery funding. 

The application to the Heritage 
Lottery Fund has been in prepa¬ 
ration since the Bridport Area De¬ 
velopment Trust received a 
Round One'pass'in late 2012, and 
has required the production of 


detailed architectural plans and 
other reports and plans to sup¬ 
port the bid. 

The outcome of the application 
will not be known until the HLF 
Regional Panel makes its decision 
in September. 

At the same time planning and 
Listed Building applications have 
been submitted to West Dorset 
District Council. 

Once registered the plans will 


be available for inspection in the 
council planning office at Mount- 
field and on the planning web¬ 
site. 

The BADT will hold a public 
exhibition of the plans at Brid¬ 
port Town Hall on Wednesday, 
June 4th. 

For further information contact 
Crystal Johnson, project coordi¬ 
nator, on 07968 577867 or email 
crystal.johnson1@virgin.net 


Walking challenge 

ST MARY’S Primary School is encouraging its pupils 
to follow a different path when they travel to school next 
week, as part of the national ‘Walk to School Week’ ini¬ 
tiative. 

Staff have organised a walk from West Bay to the 
school on Tuesday, May 20th, and teachers will be meet¬ 
ing the children and their parents at Parkdean and Plot- 
tingham playing fields to form a ‘Walk to School 
Together’ morning. 

The Walk to School Week, which is from May 
19th-23rd, is part of the ‘Walk to School’ campaign and 
encourages parents and children to get outside and keep¬ 
ing fit by walking to and from school. 

The event is part of national charity Living Streets’ 
Great British Walking Challenge, which is taking place 
throughout May. 

Two drugs arrests 

POLICE have arrested two men in connection with drug 
offences in the Bridport area. A 31-year-old man was ar¬ 
rested after officers smelt cannabis in his car, which was 
stopped for speeding during a routine check on Thurs¬ 
day evening (May 8th). 

Further searches of a number of properties in the town 
were made and the man was later released on bail. 

A 26-year-old man from Bridport was arrested on Fri¬ 
day evening (May 9th), in St Michael’s Lane, after being 
found in possession of a suspected class A substance. 
He was also released on bail. 


Salway Ash cream teas 

RESIDENTS in Salway Ash will be busy baking this 
week for the annual Village Cream Teas event at Stron- 
gate Farm, to be held on Sunday (May 18th). 

Events run between 2pm and 5pm at the farm, with a 
plant stall and raffle also provided. All proceeds will go 
towards the Holy Trinity Church in Salway Ash. 


Tvthprlpivh WE WON’T BE BEATEN 

Bathrooms QN Q UAL | TY QR PRICE! 

www.tytherleighbathrooms.co.uk 



We have many new displays from a variety of suppliers, who offer long guarantees to ensure the quality 
of their products. Many products are exclusive to Tytherleigh Bathrooms. 

Come and see us for a quote! 

I I Hutkuri Rr**d_ I mcrtrose I r 

I | ckwtio | | • | - H. wnt | 

OPEN MON-FRI 9AM-5PM SAT 9AM-4PM 

TYTHERLEIGH BATHROOMS LTD, CHARD ROAD,TYTHERLEIGH, AXMINSTER, EX 13 7BE TEL 01460 221639 







l&h&utete' Quszty 

Over 40 Vespa* from the 
Veteran Vespa Oub of Shortage 
will be arriving at 12.45pm 
on Saturday' 17th May and 
staying} until 2.15pm 
(Woalher Permitting) 

All profits from 
their visit will be 
going to Julia's 
House 
Hospice. 

This is a 
CLOSED 
Event 



If you or your dub would like to hold a rally or 
event at Brewers Quay please call Paul on 01305 788274 
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Hallmark Conservatories and Windows Ltd 


• PCVu DOORS • WINDOWS • CONSERVATORIES • 


Trade enquiries welcome 


INSURANCE BACKED GUARANTEE 

FANTASTIC NEW RANGE OF LOW MAINTENANCE PRODUCTS TO IMPROVE YOUR HOME 




FENSA 




Phone today for your FREE survey or our comprehensive colour brochure 




» , IT ~ Z ^ /r>\ . 1 'w'wj a \ T a i Unit 2A Corbin Way, Gore Cross Business Park, Bridport 

Hallmark Windows (South West) Ltd freephone osoo 91 7 80 58 


PCVu WINDOWS • DOORS • CONSERVATORIES 


hallmarkwindows@btconnect.com 

www.hallmark-windows.co.uk 


Flat roof need replacing? 

We now provide these services 
REPLACEMENT ROOFS WITH GRP FIBREGLASS 
FLAT ROOF WITH A 20 YEAR PRODUCT WARRANTY. 


On Windows, Doors, Conservatories, 
extensive range of options and colours, 
in PVCu, Aluminium or Timber. 

Plus FASCIA BOARDS and SOFFITS 


Eg. 4 metres x 3 metres fitted 
on level ground 

£1,150 inclusive of VAT 

(Subject to survey) 


Gates, Fencing and Decking 
in PVC now available 


c o mpq 


NEW Compo-Decking maintenance 
free, anti-slip decking, does not rot, 
split or splinter 


* v* 




» • * 
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Little Groves Nursery 


LITTLE Groves Nursery is now bursting with colour 
with all the Summer bedding in stock. There's 
everything you need for which ever style you like, 
be it bold and bright, cool and dainty or more tra¬ 
ditional. There are trailing plants for hanging bas¬ 
kets, upright plants for tubs and containers or 
cottage garden annuals for the border and veg 
patch. We also have all you need to get started 
with tubs, baskets, ceramic pots and troughs, as 
well as composts, feeds and fertilizers to keep 
them looking nice. If you're not sure what you're 
doing, that's no problem! Our friendly staff are al¬ 
ways on hand to help and advise you. 


How to make the most of your garden layout 



WHETHER your garden is the messy remains of a 
previous owner or whether you are beginning 
with a blank canvas in a new home, you'll need to 
decide what you want from your new outdoor 
space. These days, you can get anything from a 
traditional cottage-style garden to an ultra-mod¬ 
ern design of hard landscaping. Think carefully 
about how you're likely to use your garden, and 
this will help determine the type you should work 
on creating. 

Work with what exists 

It's tempting to raze everything to the ground 
and start afresh, but you should be prepared to 
adapt what's already in your garden and to enjoy 
the process of transformation. A scraggly group 
of shrubs might provide a much-needed note of 
maturity in your new planting scheme, once 
they've been properly pruned. Always be realistic 
too about what you can manage. If you have work 
or family commitments, choose low-maintenance 
plants and features or all your hard work will go 
to waste. 

Getting the look right 

Do you long for your garden to be a lush oasis 
of colour and scent or would you prefer some¬ 
thing sleek and minimal? Choosing your style will 
help narrow down what features might be suit¬ 
able for your garden. For a tropical garden you'll 
have to think carefully about plants that look ex- 


"Tffce- to p|up Lpur.... 

POTS & BASKETS! 



WE RE BURSTING WITH SUMMER BEDDING PLANTS! 


Directions: Find us on 
Tunnel Road (A3066), 
just North of 

Bcaminstcr 


tv 


f Wt+U A 

.GROVES, 

V NURSERY J 


V 


Open: 

Mon - Sat: 9anv5pr 
Sun! 10am - 4pm 


Tel: 01308 Qi 


□30 


otic but can survive in the wet British weather. For a 
contemporary garden you might think creating slate 
and stone features. 

Protecting your privacy 

Your garden is usually a place you will visit to get 
way from it all, and that means making sure it's pri¬ 
vate. High fences will keep out nosey neighbours, but 
they will also cut down on natural light. Shrubs are a 
good option for creating a softer boundary but if 
they're not evergreen, they won't be nearly so bushy 
in the winter months. 

Be yourself 

Remember, it's your garden, so it needs your own 
personal touch. Having said that, there's nothing 
stopping you from getting inspiration by visiting pub¬ 
lic gardens, keeping your eyes open while you're out 
walking, stealing ideas from family and friends or 


Chris Park Landscape Services 


hanging out at the local garden centre. Soak up the 
inspiration wherever you find it. 



Chris Park landscape services working with 
you to develop and grow your garden 


WITH over ten years experience 
in the field Chris Park launched 
his landscaping business in 2007. 
Chris provides a friendly and reli¬ 
able service across Dorset, Som¬ 
erset and Devon. Specialising in 
hard landscaping his skills and 
portfolio include building and 
designing patios, paths, garden 
walls, fencing, steps, turfing, per¬ 
golas, overall garden renovations 
and much more. 

As a locally run business Chris 
prides himself in working with 
his customers to grow and de¬ 
velop their individual gardens to 
meet specification. From incep¬ 
tion to completion he works with 
you to improve your garden at a 
cost effective price. 

Flexible, creative and trustwor¬ 


thy Chris looks forward to hear¬ 
ing from you soon. Please con¬ 
tact to arrange an informal 
meeting or to have an ex¬ 
ploratory discussion - 


T: 01308 861 159 
M: 07866 497 800 
E: chris_park1@hotmail.co.uk 
Portfolio and references avail¬ 
able on request. Free quotations. 



ASHLEY 

COOPER 

Turf & Transport 


Suppliers of EcoTurf™. 

A high quality turf, suitable for 
most applications. 

Topsoil, Compost, Bark Mulches & Other 
Garden Materials. 

Supply only, or supplied and installed. 

Domestic and Commercial 
enquiries welcome. 

Very competitive prices. 

No project too large or too small. 

FREE Quotations 


www.Rrovesnur 


r ies.co.uk 




Phone/Fax: 01308 421535 

E-mail: info@ashleycooperturf.com 
Web: www.ashleycooperturf.com 


j 


Chris Park 
Landscape Services 


WORK! KG WITH YOU TO DEVELOP 
AND GROW YOUR GARDEN 


• Palm 

• PalS* 

• Wall* 

• Carden C learance 

• Hard UadHa|)id^ 
5prm!i*« 


1 Painting/ Re- pointing 
» Turfing 
> Pergola* 

» Stop* 

» Tennis 

1 fainting 4 General DfY 


Portfolio and references available 
Fr»v mi obligation qtnir * Nu VAT 

DESIGNED TO MEET YOUR 
REQUIREMENTS AND NEEDS 



ntai't: Email pirkllftwil mail <u tak 

Mobile: 07fte6 497800 
Tele. (01.10H) Ml 159 |evvnnt£» only 
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Evans Building & Plant Hire 


EVANS Building and Plant Hire is a family run busi¬ 
ness based in Bridport, established for over 30 years. 

Evans Building and Plant Hire offer a range of serv¬ 
ices: New house building, extensions, conversions, 
farm buildings, groundworks and all general build¬ 
ing requirements, and a complete planning service 
is available. The company is also a Member of the 
Federation of Master Builders and NHBC giving fully 


cr * A 


NHBC 



/ 


EVANS 

PLANT HIRE 


Plant & Tool Hire / Sale / Telehandlers 


Access Platforms 
Excavators 3/4 ton - 14 ton 
Dumpers • Compactors 
Large Range of Power Tools 
Gardening & Building Eqpt. 


BRIDPORT 01308 422446 

Unit 3, Westway Business Park Dottery 
Bridport DT6 5HR 

www.evans-plant-hire.co.uk 


guaranteed work. Free estimates are given. 

As well as building projects, Evans also offers an ex¬ 
tensive range of plant equipment for hire for all 
types of work, including mini excavators from 1 ton 
- 14 ton machines, concrete mixers, compressors, 
compactors, rollers, generators, dumpers 3/4 ton - 6 
ton, sandblasting equipment etc. A full range of gar¬ 
dening equipment and general tools for the DIY ex¬ 
pert are also available. 

Small tools and equipment, safety equipment and 
clothing, cleaning materials and paper products, Q8 
oils, bottled Flo Gas and AutoGas for vehicles are all 
available for sale in the shop at Unit 3, Westway Busi¬ 
ness park, Dottery, Bridport, DT6 5HR. For more de¬ 
tails call 01297 422446 or visit 

www.eva n s-pla nt-h i re.co.uk. 



Sherborne Turf 


ESTABLISHED for over 40 years, Sherborne Turf is sit¬ 
uated in the picturesque village of Trent in Dorset, 
where we have around 150 acres of quality farmland 
dedicated to the production of our Trent Turf. Grown 
without netting, we use a blend of grasses developed 
over the years that will knit together to form a firm 
base, and leave our turf in the ground for 18 months 
before harvesting. It is then freshly cut to order and 
delivered using our own vehicles. While the trade 
standard for delivery is'kerb-side', we realise that this 
is not always practical for our customers, and so our 
experienced drivers always endeavour to place the 
items as conveniently as possible for you, a service 
which is often not provided by other companies. 



Although our core business is turf production, we 
also supply a full range of locally sourced topsoil, com¬ 
post, bark and mulch. Other essential garden items in¬ 
clude fertiliser, irrigation equipment, landscape 
accessories, and a full range of seed mixes to grow 
wildflowers and grasses for companion sowing. 

Our delivery vehicles include an artic with remov¬ 
able forklift, a 6-wheel rigid crane lorry, and a pick up 
truck with trailer. We also have access to a wide range 
of vehicles for bulk loads of topsoil, compost and bark. 

All of the staff here at Sherborne Turf have experi¬ 
ence of the products we sell, and are happy to discuss 
any aspect of your garden project. Our website 
www.sherborneturf.co.uk contains detailed informa¬ 
tion, practical advice, and even has an interactive cal¬ 
culator. We are also on Facebook and Twitter, or why 
not give us a call on 01935 850388. 



^ A Mary, 
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THE ULTIMATE GARDEN FENCE 




AT LAST! The holy grail of fencing 
transforming gardens across the UK! 

It may do "exactly what it says on the tin" but 
let's face it, treating a timber fence can never be 
called fun! In fact, owning a timber fence isn't 
much fun either with costly, time consuming 
maintenance and repairs almost every year. 

Finally, the alternative to timber fencing, that 
goes up and stays up.... 

Colourfence fencing solutions are made from 
innovative Colorbond steel, virtually 
maintenance free with an occasional wash 
down with water to keep it looking as good as 
new - so you never need to pick up that 

paintbrush again!, We guarantee your fence will remain unspoiled for at least 25 years, even against gusts of 
130mph! 

Available in a variety of heights and colours with or without trellis, our skilled installation team will make short 
work of transforming your garden. 

The best news is the pricing is just as attractive, starting costs are in line with comparable traditional systems but 
offer the ongoing peace of mind you're your investment will continue to save time and money year after year. 

For those of us who want a maintenance free garden, Colourfence promises a lifetime of hassle-free enjoyment. 

For a free no-obligation site visit, please call Andy & Shelley on 


Finish coat 

Epoxy primer 

| Conversion coating 

AZ150 metallic coating 
Zincalume® 


COLOUR 

FENCE 


tel: 01305 881022 

www.colourfencedorset.co.uk 


25yr 

k GUARANTEE i 


Comparable 


quality timber 


price to 


comes in a wide choice of colours 
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Glorious 


Bardens 






Garden patio, paving or decking? 


STONE, slate, decking, gravel - modern gardens 
are as much about textures as they are about 
plants. So, choosing the right surface materials is 
all part of bringing your garden plan to life. What¬ 
ever surface you go for, getting the design right 
in the first place will save you a lot of headaches 
later. Our Garden Surfaces guide will help you get 
on top of that vital groundwork. 

Top tips 

• If you're laying a patio, create gaps in the de¬ 
sign by leaving out a few paving stones. You can 
fill these openings with decorative gravel, slate 
or plants. 

• Lay decking planks close together (around 
5mm). The surface will be more comfortable to 
walk on in bare feet - and you'll be less likely to 
lose objects between the cracks! 

Paving 

A patio of stone slabs is an ideal way to extend 
your living space into the garden. If the patio is 
adjacent to the house, make sure that the surface 
will be at least 15cm below the damp-proof 
course. And incorporate a slight fall away from 
the building, so that rainwater won't pool. A drop 
of around 1 cm per 1 m should do the trick. De¬ 
sign-wise, explore slabs of differing - but related 
- sizes. The patterns you can build up with these 
slabs will be much more interesting than a plain 
grid. 

Decking 

Decking may have its critics but, as part of a 
sensitive design, this warm, foot-friendly material 
takes a lot of beating. Remember, you get what 
you pay for with decking. Cheap decking just 
won't last as long or look as good. When you're 
designing a deck, don't forget to allow sufficient 
room underneath for air to circulate. Before con¬ 
structing the deck, cover the area with weed¬ 
suppressing membrane held in place with a layer 
of gravel. 

Gravel 

Gravel is the cheapest of the hard surfaces on 
offer for the garden and it's also one of the easi¬ 
est to lay. But that doesn't mean you can skimp 
on the preparation. It's not enough to level the 
earth, sling down a weed suppressing mem¬ 
brane and scatter some gravel. You need to sta¬ 
bilise the area first. Dig to a depth of at least 


10cm and edge the area with pressure-treated 
timber boards of the same height. Then pack in a 
7cm layer of "scalpings"- rough stones. Hire a vi¬ 
brating compressing machine for this job. Only 
then can you scatter your 2.5cm layer of surface 
gravel. 

Best of the rest 

The warm hues of brick paths work well in the 
garden but need regular attention to stop them 
becoming slippery. They're also a good edging 
medium. Cobbles - available in natural and arti¬ 
ficial stone - make a highly decorative surface. 
They can be quite a challenge to lay accurately, 
though. Bark can do duty as an inexpensive ma¬ 
terial for informal paths. It also makes a great sur¬ 
face for children's play areas. Smooth pieces of 
slate look smart and are much easier than gravel 
to push a wheelbarrow over. 



FULLY QUALIFIED & INSURED 
30 YEARS EXPERIENCE 



Western Tree Services Ltd. 
Total Tree Care 

Specialising in Tree Surgery, 
Felling, Pruning, Hedging 


Self propelled 6” chipper. 

Chip trees and branches in parts of your garden 
wheeled chippers cannot reach. 

Logs & Chips. 

Japanese knot weed control. 

ALL ASPECTS OF DOMESTIC TREE WORK UNDERTAKEN 

Contact: Mr K Williams on 07970 238406 


1). J. BAGGS 

GROUNDWORK’S AND DIGGER HIRE 

180° - 360° Excavators • Groundworks up to DPC 
Site clearance • Drainage • Roads & Drives 
Landscaping • Ponds 

Purpose built stables & sheds 

For free estimates 
call 01308 488692 
or mobile 07786 233807 



What to do this week... 


Tie in new growth of climbers 
including clematis 
Watch out for late frosts. Have 
horticultural fleece ready to 
protect vulnerable plants at night 

Do slug and snail patrols after 
showers, picking them 
off when you see them 
Clear spring bedding, sprinkle 
general purpose fertiliser over the 
soil and fork it in, removing weeds 


and debris, in preparation 

for summer bedding 

If you live in a cold area, feed 

established lawns 

If ants start excavating your grass 

or you see an ants' nest in it, flood 

the area with water on a regular 

basis until they get the message 

Trim hedges of box, beech and 

hornbeam, laying dust sheets at 

the foot of the hedge to make it 


easier to gather the clippings 
Dig up and divide clumps of 
polyanthus and primroses, as the 
original plants have a short life but 
dividing them rejuvenates them 
Sow seeds of perennials outside in 
a seedbed 

Cut back alyssum, arabis and 
aubrieta when the flowers are 
over, trimming them with kitchen 
scissors to keep them tidy 



Choosing garden furniture 


ELEGANT and practical furniture will 
make your outdoor space feel like an 
extension of your home. In the sum¬ 
mer you can use your garden as an 
extra room, so put as much thought 
into choosing your garden furniture 
as you would a three-piece suite. 

Relaxing garden furniture 

A fold-out screen will help to create 
the feeling of an outdoor room on a 
terrace or patio and will also provide 
shade from the sun on baking hot 
days. If you have wooden decking, 
large square floor cushions and 
throws can be used to create a cosy 
area to read or snooze, but for real 
sun-worshippers, a deckchair or 
lounger may be more comfortable. 
Choose from modern gauze fabrics 
which allow the air to permeate and 
are easily wiped clean or wooden 
slatted frames with removable cush¬ 
ions that are washable. 

If you have two trees at an appro¬ 
priate distance from each other, a 
hammock is perfect for chilling out. 
If not, don't worry as there are plenty 
of freestanding hammock designs 
which are suspended from a metal 
frame. A pod hanging chair is an¬ 
other great place to relax and also 
makes for a striking visual feature. 
Consider investing in a storage 
bench which will hide away garden 
games and suntan lotion while pro¬ 
viding extra seating. 

A simple trickling water feature will 
create a soothing background noise 
to help you unwind and, if you are a 
nature enthusiast, a birdfeeder is bril¬ 
liant for attracting wildlife. 


Garden dining furniture 

An outdoor wrought iron shelving 
unit is useful for storing crockery and 
cooking ingredients when preparing 
food. An adjustable parasol that tilts 
will offer shade wherever the sun is 
pointing. 

When choosing a garden dining 
table and chairs remember that 
white and silver reflect so can be un¬ 
comfortable to look at in the glaring 
sun, while black absorbs so can be¬ 
come very hot. A mid-shade of green, 
grey or any other colour is probably 
the best solution or alternatively 
choose furniture in a wood finish. Ask 
your furniture stockist to advise you 
on how best to care for the furniture 
you've chosen, as products will vary 
depending on the type of wood. 
Cuprinol Hardwood Garden Furni¬ 
ture Oil, is good for teak and some 


other woods. 

Vinyl covers can protect your furni¬ 
ture from summer showers, but dur¬ 
ing winter it is better to store your 
furniture indoors or in a shed as con¬ 
densation can build up under the 
cover and cause mould. Fold away 
chairs are great because you can 
store them in the shed where they 
will not get weathered, but sturdier 
seating may be more comfortable. 

Outdoor lighting 

If you want to use your garden after 
dark there are plenty of options for 
lighting. 

Choose from decorative lanterns, 
garden flares, a set of solar powered 
lamps or outdoor fairy lights. Many 
garden stores now sell glass baubles 
for holding tealights which look 
beautiful suspended by string from a 
tree or a parasol. 






/ 


COASTAL GARDENS OF LYME REGIS 


All aspects of garden maintenance and complete landscaping service 

23 years experience 

Call Garry Gibbs for a professional and friendly service on 01297 445943 or 07747 893430 
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Heavers of BridportT: 


Some things change 

Some things don’t! 



* ''We still insist on manufacturing - and installing 
- all our conservatories and windows ourselves. 

We never buy-in. We never use subcontract labour 

* We still use only the very best materials 

like the technically advanced VEKA fully-sculptured 
PVC-U system 

* ...and give the best guarantees 

they're insurance backed nowadays 

* ...plus of course unbeatable value 

best price for quolity every time 



Fashions may have changed since 
1987 but our commitment to quality 
is the same as it has been since we 
began in 1960 and I have now taught 
our sons that same commitment that 
my Dad taught me." 

Malcolm Heaver, Managing Director 



Contact Heavers today 

to find out more 


0800 716991 

Heavers of Bridport Ltd 

Unit 2, Old laundry Trading Estate. 
Sea Road North, Bridport, Dorset DT6 3BD 


www.heaversofbridport.co.uk 
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COACH HOLIDAYS 



Fantastic Value Holidays 

LOCAL PICK-UP POINTS • There’s sure to be one near you! 


Newmarket 

Holidays 



The Royal Edinburgh 
Military Tattoo 

Departs 8 & 22 August 2014 

Take your seat on the ancient esplanade 
of Edinburgh Castle and experience an 
unforgettable pageant of massed pipes and 
drums, dancers, display teams and marching 
bands from around the world. It’s a dazzling, 
unforgettable and totally magical spectacle, 
which ends with the lone piper atop the 
battlements above the castle! 


Price includes 

• Return coach travel from the local area 

• Two nights’ bed and English breakfast 
accommodation in a hotel in the Teesside area 

• A seat for the Edinburgh Military Tattoo 

• Visits to York and Harrogate 

• A drive through the Yorkshire Dales 

• The services of a Tour Manager 


Ladies’ Day at Royal Ascot 

High fashion and high stakes combine at the most stylish date in the racing calendar, Royal 
Ascot. See the Royal Procession and witness the best of flat-racing battling it out for the £3 
million prize funds. Join us as this historic event, the highlight being The Gold Cup and enjoy 
the atmosphere of Britain’s most popular race meeting. 

2 days from £129 .00 Departs 18 June 2014 


The 2014 Tour de France -in Paris 

Join us for an exciting weekend in the French capital, culminating in the final kilometres of 
the 101st Tour de France, as those riders who have survived the most grueling three weeks 
in world sport arrive at the end of the race and contest the last leg-burning sprint finish in the 
shadow of the Arc de Triomphe. 

4 days from £195 .00 Departs 25 July 2014 


Paddy Power Gold Cup Cheltenham 

Experience the drama and excitement of the first major National Hunt event of the season 
at Cheltenham Racecourse on this great value two-day break. There will be plenty of time to 
enjoy two full afternoons’ racing including the highlight - the Paddy Power Gold Cup. 

2 days from £119 .00 Departs 15 November 2014 


Tall Ships Regatta 2014 

See up to 50 of the world’s most beautiful sailing ships as Royal Greenwich hosts London’s 
most spectacular tall ships regatta for 25 years. Enjoy the famous ‘Parade of Sail’, as well as 
a real carnival atmosphere as the Thames waterfront comes alive with maritime celebrations. 

4 days from £219 .00 Departs 6 September 2014 


The Rhine in Flames 

The unforgettable spectacle of a procession of illuminated river-craft and a spectacular 
fireworks display in the night sky over the Rhine-side town of Koblenz are the highlights of this 
wonderful break to one of Europe’s most scenic regions, which also includes a visit to pretty 
Cochem, on the meandering Moselle. 

4 days from £195 .00 Departs 8 August 2014 



Jersey 

Bathed by the blue waters of the Gulf Stream and closer to France than the UK, the beautiful 
island of Jersey is one of the sunniest spots in Britain! Remaining resolutely British but with a 
distinctly Continental flavour, this is your chance to enjoy one of Britain’s best - and best¬ 
loved - holiday destinations! 

7 days from £549 .00 Departs 27 June 2014 


Classical Spectacular 

Take your seat for Raymond Gubbay’s Classical Spectacular - a unique evening of music, 
lights and lasers. Over 200 musicians fill the stage as they perform some of the world’s 
greatest and best-loved classical music. The evening culminates with the 1812 Overture, 
complete with cannons, muskets and indoor fireworks! 

2 days from £129 .00 Departs 23 November 2014 


Wimbledon 


Departs 5 & 6 July 2014 

This is your chance to soak up the unique 
atmosphere of the world’s premier Grand Slam tennis 
championships over the final weekend, as you wander 
around the outside courts, savouring those famous 
strawberries and cream - with perhaps a glass of 
Champagne or Pimms, before taking your seat on 
famous No.1 Court, to watch the stars of tomorrow 
and yesteryear compete in the finals of the Junior and 
Veterans’ events, or watching Centre Court action on 
the famous Big Screen. 

Price includes 

• Return coach travel 

• One night’s bed and continental breakfast 
accommodation at a three-star hotel in the 
London area 

• A full day at Wimbledon with a reserved seat on 
No.1 Court 

• A visit to Windsor 

• The services of a Tour Manager 


Battlefields of World 
War One 

A fascinating journey re-tracing events 
of WW1 

Departs 13 June & 19 September 2014 

A century on from ‘the war to end all wars’, visit some 
of the conflict’s most important sites and witness the 
haunting ‘Last Post’ ceremony at the Menin Gate. 

Price includes 

• Return coach travel and Channel crossings 

• Three nights’ bed and continental breakfast 
accommodation in the Lille area 

• Sightseeing in the Somme and Ypres Salient 

• Entrance to the Historial de la Grande Guerre and 
In Flanders Field museums 

• Visit to Menin Gate 

• The services of a Tour Manager 


Holland in the Summertime 

This excellent value break will introduce the many delights of this famously colourful country, 
bathed in the warmth of summer, and includes a full day in fascinating capital Amsterdam, 
with its canals, cobblestones and cafe-bars, and visits to elegant Den Haag - The Hague - 
and fun-loving, sea-side-postcard-perfect resort Scheveningen. 

5 days from £259 .00 Departs 8 August 2014 


For your FREE brochures, complete coupon & send to: Newmarket Promotions Ltd, 
FREEPOST KT2720, Worcester Park, KT4 8BR (NO STAMP REQUIRED) TCW 

Tick brochure(s) required: □ Edinburgh Tattoo - 3 days □ Wimbledon - 2 days □ Battlefields of 
World War One □ Ladies' Day at Royal Ascot □ Tour de France in Paris □ Paddy Power Gold 
Cup Cheltenham □ Tall Ships Regatta in London □ Rhine in Flames □ Jersey by Condor Ferries 
□ Classical Spectacular at the Albert Hall □ Four-Star Holland in the Summertime 


www.newmarket.travel/tcw 


These holidays are organised & operated by Newmarket Promotions Ltd. ABTA V787X. Subject to availability. Single supplements apply. Calls cost 5p per minute. 


1 1 

1 Address 1 

1 

! Postcode 

Email 

1 

1 

1 1 

1 1 

quoting code TCW 


«ABTA 
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The Silver Street Barber Shop 

THE Silver Street Barber Shop is a traditional bar¬ 
bershop also offering modern techniques. The 
salon offers an easy going no appointment bar- 
bering service in Axminster. 

The proprietor; Courtney, offers almost any cut, 
boasting the cheapest traditional gentlemen's 
cuts in town for OAP's and children, while also of¬ 
fering unique to the town, popular modern serv¬ 
ices such as high fades and hair tattooing (shaved 
patterns, lines and pictures). He runs The Silver 
Street Barbershop by himself in Axminster and 
has always had an eye for detail, so takes allot of 
pride in his work. 

Courtney would like to thank his loyal customers 
after his brief absence from the shop but would 
like them to know the shop is open and running 
like normal. Opening hours are Tuesday to Satur¬ 
day between 9:00am - 5:00pm on Tuesday, 
Wednesday and Friday and 9:00am - 3:30pm Sat¬ 
urday's. Courtney also offers a late night cut on 
Thursdays, as late as 7:00pm if needed. 

If you would like a quick but high quality haircut, 
you now know where to visit! 






The Ocean Hotel & Spa Retreat 


SITUATED on Portland's historic cliff tops with beau¬ 
tiful panoramic views over the Jurassic Coast, The 
Ocean Hotel & Spa Retreat is the ultimate Dorset get¬ 
away. The first class spa has a range of superb treat¬ 
ments to help you unwind and escape from the 
hustle and bustle of busy routine and hectic lives. 
Whether you want to indulge in our luxurious spa 
treatment rituals, pay special attention to mind & 
body or prepare for a special occasion you have 
found the perfect place. 

The Cliff restaurant boasts panoramic views and of¬ 
fers the perfect light lunch cuisine to either prepare 
for an afternoon of pampering or to relax after a 
treatment, www.theoceanhotelandspa.co.uk 


Susan Gale 


Full of the joys of Spring? 
Or not so much? 

MAYDAY (or "Beltane") was the Celtic Fire Festival 
marking the start of the light half of the year. So 
May should mean a lightening within ourselves 
too. But if we feel down it just makes things 
worse. 

Bad experiences can cast long shadows. Bad 
feelings drag you down. Especially when you 
feel helpless to change. 

Your subconscious mind is very powerful. So if 
it's stuck in a bad rut, you can be fighting your¬ 
self. If you feel trapped, if something inside 
seems to be blocking you, hypnotherapy can 
help. 

We're always better when we feel good. It 
boosts the immune system. It makes everything 
easier to deal with. It's how we're designed to be. 
Maybe you just need a bit of help to clear the 
negatives and enjoy life to the full. Maybe there's 
long-standing difficulties that are getting in your 
way. 

Susan Gale, of the Beltain Centre in Dorchester, 
can use hypnotherapy and her years of experi¬ 
ence to help you. 

She has a very down to earth approach and al¬ 
ways tailors the therapy to the person. She'll also 
give you recordings to use at home between ses¬ 
sions. Then you can make the changes as easily 
and quickly as may be. 

Susan has been 
working as a hyp¬ 
notherapist since 
1989 and has 
helped many peo¬ 
ple clear many dif¬ 
ferent problems. 

Take a look at her 
website www. 
beltain.co.uk or 
phone 01305 
267069 to see how 
she could help you. 



Susan Cale; 
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The Ocean Retreat is independently owned and 
has a unique boutique spa spirit. Run by a team of 
passionate people from diverse training back¬ 
grounds, who all believe in delivering outstanding 
experiences and keeping the needs of our clients at 
the core of everything they do. 

Established by Verna Herry, who has extensive ex¬ 
perience managing spas in the UK and abroad, has 
a vision to provide a boutique retreat in Portland, 
Dorset. 

The Philosophy of The Ocean Retreat 

What does the Word "Retreat", actually mean? Peo¬ 
ple often ask me this? My personal interpretation 
and original vision was clear, I wanted to create a 
haven, somewhere that people could experience 
quality, innovative treatments in a peaceful environ¬ 


ment, something that the Ocean retreat has man¬ 
aged to deliver in abundance! says Verna Herry. 

Here at the Ocean Hotel and Retreat this is what 
we can offer you; personalised treatments that en¬ 
courage the renewal of the mind, body and spirit, 
provided in beautiful relaxed treatment rooms, also 
offering contemporary accommodation, relaxaation 
and restaurant facilities. 

We are located in the middle of England's First Nat¬ 
ural World Heritage UNICSO site. 

The Ocean Hotel & Retreat is fortunate enough to 
have the coast on its doorstep, which gives the 
added benefits of coastal walks to Portland Bill and 
Chesil Beach where you can take the sea air, this is 
an essential and integral part of what we can offer 
here at Ocean Retreat and one that cannot be 
matched from a health perspective. 



Exotic Summer Spa 

Enjoy a 90 minute relaxing 
Spa experience... 

Our Exotic Summer Spa is a wonderful day 
long escape that lets you enjoy a 90 
minute carefully coordinated set of 
treatments and includes a light lunch 
in the Cliff Restaurant. 

Your Spa day includes: • a 



^ Well Being Back, Neck 
& Shoulder Massage 
* Exotic Coconut Wrap 
% Elemis Skin Specific Facial 
% Scalp Massage 

BOOK NOW 

For yourself or a fantastic 
gift for someone special! 





available until 
30th June 2014 


FREE 


THE CLIFF 

PANORAMIC 

RESTAURANT & BAR 

at 

The Ocean Hotel 
& Spa Retreat 


Bottle of House Wine 



with Every Meal For 2* 

Sunday to Thursday Evenings 

when booking a two course meal 
from our set evening menu 
for two people 


*Terms & conditions apply, cannot be used in conjunction with any 
Quote sumrm to redeem this Offer other offer, excludes Bank Holiday weekends. 


The Ocean hotel & Spa Retreat 01305 826060 

Southwell Park, Portland, DT5 2NA www.theoceanhotelandspa.co.uk 
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Providing water for life 




WATER SURVIVAL 
BOX 

View 




Join our 
campaign! 

♦ IN A bid to raise £10,000 over two years for Water 
Survival Box, we are encouraging our readers and 
local organisations in East Devon, South Somerset 
and West Dorset - where we distribute in excess of 
40,000 papers every week - to organise a fund-rais¬ 
ing event for the charity. 

The Water Survival Box is crammed with all you 
need to stay alive after you have lost everything - 
cooking and eating utensils, basic means of shelter 
and other essential kit - but most importantly a 
water-purification pump that will make clean water 
from dirty water and provide a family of four with 
clean water every day for a year. 

If you would like to organise an event, telephone 
James Coles on 01297 446155 and we will promote 
it in our columns. 

To make a donation, please make a cheque 
payable to 'Water Survival Box - View account' and 
send it to: James Coles, Water Survival Box cam¬ 
paign, View From Newspapers, Unit 3, St Michael's 
Business Centre, LYME REGIS, Dorset DT7 3DB. 


Follow our campaign 

@ViewS urvivalBox 


twitter* 


Bridport plant giveaway helps 
Water Survival Box total grow 


BRIDPORT based permaculture 
group'plan b'- who have sup¬ 
ported our Water Survival Box 
campaign since its inception - 
helped raise another £100 this 
month. 

The group's 'Great Spring 
Giveaway' saw members offer 
free vegetable plants in Brid- 


port's Bucky Doo Square, ask¬ 
ing those taking plants to con¬ 
sider making a donation 
towards the campaign. 

The group also gave the prof¬ 
its from the homemade mar¬ 
malade they were selling to 
the total, with £100.98 raised 
on the day. 



James Coles and Lisa Bright 
from View From took along one 
of the Water Survival Boxes 
and demonstrated the new 
Aquafilter water purification 
pump. 

Campaign organiser James 
Coles said: "It was great to be 
invited to another event to 
help promote our charity cam¬ 
paign, with the new Aquafilter 


attracting a lot of attention. 

"We'd like to thank plan b's 
Jude Hopkins for thinking of us 
again, and all the other volun¬ 
teers who helped out on the 
day." 

Event organiser Jude Hop¬ 
kins said: "£100 from a few veg¬ 
gie plants and some pots of 
marmalade and a really fun 
morning can't be bad!" 



GIVEAWAY | Permaculture group'plan b'offering vegetable plants in 
Buckydoo Square, Bridport in support of Water Survival Box 


TARGET 

£ 10,000 


K £6,000 

B~£5,000 


LATEST NEWS 

HEAVY rains have caused 
floods and landslides 
throughout Bolivia, leav¬ 
ing many families in need. 

A request for assistnace 
was received from a mem¬ 
ber of the Rotary Club of 
La Paz - Sopocachi in Bo¬ 
livia. 

Following a needs as¬ 
sessment by Oxfam GB - 
the designated co-ordina¬ 
tor of the various NGOs 
responding to this disaster 
- the offer of 200 Water 
Survival Boxes has been 
accepted. 


Local 

Weekly 

Newspapers 


With You 
All The Way 




U •xal*eeW , « # 0loeal*«ekliM 

www.localweelclynewspaper3.co.ulc 


3 on TV 




REFRESHING | The Cubs and Beavers try 
out the water pumped from the Aquafilter 


THANK YOU | James Coles receives the 
cheque from Seaton Beavers and Scouts 


SEATON Beavers recently pre¬ 
sented our Water Survival Box 
campaign with a cheque for 
the proceeds of the coffee 
morning they organised for us 
earlier in the year. 

The event - which raised 
£273.48 - also saw bric-a-brac, 
cakes, a tombola, raffle and re¬ 
freshments on offer. 

Our thanks to Teresa Han¬ 
cock for organising the event, 
as well as the other volunteers 
and the Seaton Beavers them¬ 
selves. 
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Exhibition to celebrate 
Bridport's creative past 


AN ARTISTIC tribute to Brid¬ 
port's creative history is to go 
on display later this month, as 
part of the ongoing 'Home in 
Bridport'exhibition. 

'Home in Bridport'was set up 
to look at ways communities 
can engage with each other 
through art, culture and grow¬ 
ing food - and for its latest proj¬ 
ect, local people have 
produced a range of artworks 
to celebrate the town's creative 
past. 

The exhibition includes pho¬ 
tographs, paintings, puppets, 
tapestries and texts, and has 
been assembled by a team of 
17 people of all ages, through a 
series of workshops held at the 
children's day centre and youth 
centre. 

And after weeks of prepara¬ 
tion, the artworks will be on 
display to the public for the first 
time at Bridport Arts Centre 
from today (Wednesday May 
14th). 

Robert Golden, who helped 
develop the exhibition and has 
been involved in many aspects 
of the 'Home in Bridport' proj¬ 
ect, said: "Although I have been 
a professional working for 


magazines, record companies, 
publishers and advertising 
agencies, the quality of pic¬ 
tures produced in our work¬ 
shops from people of all ages 
has amazed me and filled me 
with wonder - and I believe 
people who come to the exhi¬ 
bition will feel the same." 

Alongside the exhibition, 
'Home in Bridport' has part¬ 
nered with Transition Town 
Bridport in working to develop 


the garden at St Mary's Primary 
School, with the aim of sup¬ 
porting a growing, cooking 
and eating process linked to 
the school's curriculum. 

And in addition, support from 
the Heritage Lottery Fund has 
helped to pay for the making of 
a documentary - 'Homes for 
Heroes' - about the history of 
Skilling. 

To follow up the exhibition, 
Mr Golden and participants in 


'Home in Bridport'will be tak¬ 
ing part in a talk - titled 'Rope 
Walks and Chopsticks' - to dis¬ 
cuss the unique creative history 
of Bridport and ways in which 
the HOME project is evolving. 

The talk will be held on Satur¬ 
day, May 24th at the Arts Cen¬ 
tre, starting at 3pm. 

A screening of films produced 
by participants will also take 
place at the Arts Centre on 
Tuesday, May 27th at 7pm. 




ON YOUR MARKS | Bridport solicitor Simon Harvey has completed the 
Rock 'n' Roll Madrid Marathon, just weeks after taking on the 26.2 mile 
challenge in London. Mr Harvey, who finished the race in three hours and 
37 minutes, was raising funds for the Anthony Nolan Trust - a UK charity 
that helps to save the lives of people with blood cancer. A keen hockey 
player in his spare time, Mr Harvey managed to raise more than £1,000 
for the popular charity, which also provides support for people in need 
of stem cell transplants. 


Still undecided about where to study in September? 

Places still available at The Woodroffe School Sixth Form 


| Curtis 

I came to Woodroffe 
from another school 
and struggled to 
keep up with my A 
levels but with the 
help of Mrs Cropp, 
the 6th form 
librarian, I'm 
managing quite well. 
The students made 
me welcome and 
the social life is 
good. 




academically 
able isn't a bad thing at| 
Woodroffe - you're not 
shoved into a box 
labelled nerd. I take 
part in all areas 
including music, sport 
and drama while still 
being pushed to my 
full potential. Oxbridge 
wasn't a closed door 
just because I was at a | 
) state school, in fact I 
was given all help 
I needed to get there. 

■ 


Students join us from all over 
Dorset, Devon and Somerset. 
Students who leave us in Year 111 
to join other institutions often 
return after a few weeks away! 


The sixth form offers: 

A uniquely supportive and 
friendly environment 
A wide range of A-Level 
courses 

Excellent facilities, including a 
large common room and a 
dedicated sixth form library 
Highly skilled teaching staff 
A very low drop out rate 
compared to other 
institutions 
A fantastic range of 
extra-curricular activities 
Intensive support with 
university applications 

Ofsted described the sixth form as a 
highly successful sixth form with 
dedicated and passionate leadership, 
and noted that Students who join the 
sixth form from other schools are 
welcomed equally and settle in 
quickly. 

The Woodroffe School is: 

A high attaining academic 
institution 

A National Teaching School 
A Cultural Education Lead 
School 

Ofsted outstanding for the 
quality of Teaching 


For more information contact 
Mr Thomas, Head of Sixth Form 
www.woodroffe.dorset.sch.uk I 01297 442232 



Explore the College and 
enjoy a fun day out! 


Adults: £ Concessions: 

Season ticket holders and 16's & under: 


*See website for full details - kmc.ac.uk 
Dorchester, DT2 8PY 01305 215123 
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WELCOME TO THE 

GOOD LI E 

W 




When you install solar PV from Heavers of Bridporf to generate your home's 
electricity you're not just saving energy ; but you'll be getting paid for it too! 


• Get paid 14.90p for every KWH you produce until 2033 

• Now get paid 4.64p for every KWH you sell back to the 
National Grid 

• Free electricity for the life of the PV panels • 52*181 

• Reduce your C0 2 emissions 

• Black 250 watt PV panels as standard with SMA Inverters or 
Enphose Micro Inverters 

No subcontractors, just highly-trained Heavers’ installers 



£6,650 - a typical installation cost inc VAT 


Based on 16 black Monocrystalline Phono Solar 250 watt 



Contact Heavers today to find out about moking the world greener, 
making electricity and making money with solar PV ponels 

Heavers of Bridport ltd |MCS Accredited) Unit 2, 

Old laundry Troding Estate.Sea Road North, Bridport, Dorset DT6 3BD 

0800 716991 www.heaversofbridport.co.uk 
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Fast Hands, 
Smart Mouth, 
Nice Suit 

Mat Ricardo is joined by The 
Beat, Laurence Clark and more 
on the Dorchester Festival bill 

See page 28 










fresh food 

to take away 
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YOUR GUIDE TO LOCAL LITE MUSIC® 


the gigs 


Friday 16 IVlay 

Arts Centre, DORCHESTER 

The Young Folk 

Doors 7.30pm. £10. 

Crown Inn, BRIDPORT 

UK 2014 My Les Paul 
Meet 

9pm-Midnight 

Saturday 17 IVlay 

Nags Head, LYME REGIS 

Rocket Science 

9.30pm 

Electric Palace, BRIDPORT 

Switchsoundz presents 
Annix 

8.30pm. £10+bfadv/£12 door 
18+. 

Arts Centre, BRIDPORT 

Police Dog Hogan 

8pm. £12/£11 
Crown Inn, BRIDPORT 

UK 2014 My Les Paul 
Meet 

9pm-Midnight 

Sunday 18 May 

Marine Theatre, LYME REGIS 

Police Dog Hogan 

Doors 7.45pm. £12/£10 

Crown Inn, BRIDPORT 

Amy Mayes 

4-6pm 

Wednesday 21 May 

Electric Palace, BRIDPORT 

Phronesis 

Doors 7.30pm. 
£8+bfadv/£10door 


' : 

Electric Palace, BRIDPORT 

Hi-Life with 
Diabel Cissokho 

9.30pm. £5 on the door. 

Arts Centre, BRIDPORT 

Sound of Blue Note 
Band 

Doors 7.30pm. £10/£9/£8. 

Saturday 24 May 

Marine Theatre, LYME REGIS 

Saturday Sun 
+ support from Lily & Meg 

Doors 7.45pm. £9/£7 

Electric Palace, BRIDPORT 

The Rutles 

7.30pm. £21+bfadv/£23 door. 
Crown Inn, BRIDPORT 

The Cadence 

9.30pm 

Sunday 25 May 

Crown Inn, BRIDPORT 

Trouble In Mind 

4-6pm 

Friday 30 May 

Electric Palace, BRIDPORT 

Emma Stevens 

Doors 7.30pm. £9+bfadv, £11 door. 

Friday 30 May 
- Sunday 1 June 

Marine Theatre, LYME REGIS 

Lyme Regis Jazz and 
Blues Weekend 

Visit www.marinetheatre.com or 
www.lymeregisjazzfestival.co.uk 
for more details. 


BRETON ROCKTRIO COME TO BRIDPORT 


COMPRISING of three fabulous young Breton musicians, Plantec offer lively 
music, full of energy. Breton roots and new technology used in a really sym¬ 
pathetic way. You have acoustic guitar (though you might be surprised by 
the sound), fantastic Bombarde (Breton clarinet/shawm type instrument), 
and great loops samples and all played live. 

With seven studio albums behind them, playing to huge audiences around 
Brittany and France it's time to see them in England. They will be performing 
from their latest album Awen, and as always you can expect lots of energy 
and movement. 

Massive music, massive fun and great live! If you like rock it will be right up 
your street, it's Breton with a bit of oomph to it. 

Plantec perform at Bridport Arts Centre on Saturday, May 31 st at 8pm. Tick¬ 
ets are £12, £11 members and £10 concessions, available by calling 01308 
424204 or visit www.bridport-arts.com 



THE SOUND OF BLUE NOTE BAND 

a 


THE "Sound of Blue Note" Band will be at the Brid¬ 
port Arts Centre on Friday, May 23rd, with guest DJ 
James Baker. 

The iconic sound and image of the Blue Note 
record label in the 50s and 60s pioneered "hard 
bop", mixing jazz with soul, blues and gospel. Play¬ 
ing swinging, funky tunes by major figures includ¬ 
ing Blue Mitchell, Wayne Shorter and Freddie 
Hubbard, The Sound Of Blue Note faithfully recre¬ 
ate that vibrant music exactly as it would have been 
heard "back in the day". 

The band will be performing pieces from their 
new CD"Outside ln"and this show promises to de¬ 
liver swing and soulfulness with a selection of tunes 
that exemplify the Blue Note legacy while steering 
clear of the 

well-worn'standards'that have been played by so 
many others.The Sound Of Blue Note is guaranteed 


to have you bobbing your head, tapping your toes 
and racing back to (or re-stocking) your record col¬ 
lection to revisit these classics. 

The band features some of the South's finest jazz 
musicians, with Ian Ellis on tenor sax, Andy 
Urquhart on trumpet, Guy Gardner on piano, Ben 
Taylor on bass and Andy Hague on drums. They 
have worked with many great musicians including 
Jools Holland, Tina May, Ruby Turner, Ian Shaw and 
James Taylor. The band is going from strength 
to strength performing at top venues including 
London's Dean Street Pizza Express and Boisdale’s, 
and sometimes putting on shows with special 
guests Ian Shaw, Mark Nightingale and Alan Barnes. 

To add to the evening, guest DJ James Baker will 
be spinning discs before the show and also in the 
interval and afterwards; James is a much sought- 
after specialist in vinyl, who has supported a range 



KIND OF BLUE | The Sound of Blue Note Band 


of artists including Courtney Pine and Avishai 
Cohen, and he will ensure a great atmosphere. 

Tickets for the show at Bridport Arts Centre are 
£10, £9 members and £8 concession, available by 
calling 01308 424204 or visit www.bridport- 
arts.com 




the venues 

To advertise 
your live music 
call Rob Coombe 

SS Nag’s Head 

Silver St, Lyme Regis 
i Tel 01*97 44Z312 

on 01297 446146 

or email rob.coombe 
@pemedia.co.uk 

The Crown Inn 

WEST BAY ROAD, BRIDPORT 

FORTHCOMING EVENTS 

Saturday 17th May 

ROCKET SCIENCE 

Wednesday 21st May 

QUIZ FOR ROYAL 
BRITISH LEGION 


ALL YOU NEED IS THE RUTLES! 


Saturday 17th May 

UK MY LES PAUL MEET 

from 9pm-Midnight 
Sunday 18th May 

AMY MAYES 

4-6pm 

www.lemonrock.com/crowninn 


Tel 01308 422037 


REAL DEAL 

Sunday 25th May 

WEST & BLACK 

Saturday 31st May 

1/2 JACK 



www.nagsheadlymeregis.co.uk 


IT ALL began 35 years ago when Eric Idle of 
Monty Python persuaded Neil Innes, of the Bonzo 
Dog Doo Dah Band, to join him in a comedy se¬ 
ries for BBC 2 called Rutland Weekend Television 
- all about a spoof TV station, the smallest in 
Britain, churning out really cheap programmes 
on a shoestring. Low budget? More like No 
Budget! 

Eric Idle quickly came up with the title:"All You 
Need Is Cash - the story of the Pre-Fab Four". Bill 
Murray, John Belushi and Dan Ackroyd got in¬ 
volved - so did George Harrison, who 
brought in Mick Jagger and Paul 
Simon. 

Innes recalls:"! can clearly remem¬ 
ber it all. I was sitting to one side, on 
a window sill in an executive office, 
high up in the Rockefeller Centre in 
New York, listening to all this when 
suddenly everyone started looking at 
me. Lome asked if I could write 20 
more Rutle songs by next Thursday 
lunchtime. I said I would try!" 

Now, all over the World and on 
YouTube, Tribute Bands from all four 


continents have made the songs legendary; 
'Cheese and Onions','OUCH!''I Must Be In Love', 
'Piggy In The Middle'and more. 

"Last time was just the last time. This time it re¬ 
ally is the last time." 

The Rutles play at Bridport's Electric Palace on 
Saturday, May 24th at 7.30pm. 

Tickets are £21 -hbf in advance from Bridport TIC 
or seetickets.com, or £23 on the door. 

More information about the event can be found 
at www.electricpalace.org.uk 
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Danish Jazz giants 
go Electric 

DANISH Jazz group 
Phronesis will per¬ 
form at Bridport's 
Electric Palace next 
Wednesday (May 
21st) at 7.30pm. 

Formed by Danish 
bass player Jasper 
Hoiby in 2005, the 
energy and individu¬ 
ality of Phronesis 
comes from an ex¬ 
traordinary democ¬ 
racy of expression 
and intuitive empa¬ 
thy between the mu¬ 
sicians - British 
pianist Ivo Neame and Swedish drummer Anton Eger come together with Hoiby 
to create a propulsive groove-driven sound that is utterly accessible despite its 
underlying complexity. 

Their vibrantly-titled new album Life to Everything was released in April. Since 
the success of their fourth album Walking Dark two years ago, the trio have been 
on a meteoric rise, gaining acclaim from fans over two tours of the USA and 
Canada and a tour of Australia, whilst also rising to the forefront of the European 
club and festival scene. 

With so much time spent on the road and a reputation for spellbinding roller¬ 
coaster live performances, it was only natural for the band to want to record 
their fifth album in front of a live audience; which they did over three sold-out 
shows'in the round'at London's The Cockpit'as part of the EFG London Jazz Fes¬ 
tival in November 2013. 

In Hoiby's words -"performing live has been the strength of this trio from the 
start - it sparks an extra focus, excitement and joy. As the album title suggests - 
it's where everything comes to life". 

Phronesis perform at the Electric Palace at 7.30pm on Wednesday, May 21st. 
Tickets are £8 (plus booking fee) in advance, or £10 on the door.Tickets are avail¬ 
able from Bridport TIC (01308 424901) or visit www.electricpalace.org.uk. 



Upcoming 
Events at 
Manor Yard 

2014 is proving to be an exciting year for all 
at Symondsbury Estate. 

The Estate have confirmed, and are currently 
organising, a selection of events that will take 
place at Manor Yard in the heart of Symonds¬ 
bury Village. To kick-start it all there will be a 
Car Boot Sale on Monday, May 26th, every¬ 
body is welcome to come and have a wander 
round the Estate's first boot sale! 

"Three's Company" is the first Art Exhibition 
in conjunction with three local artists. Billie 
Willcocks, Brian Cocks & Mike Jackson are ex¬ 
hibiting their works in the Old Pottery from 
Friday, June 20th - Thursday, July 3rd, open 
daily from 9.30am - 4.30pm. 

Sunday, July 20th is the Jazz Brunch - a Jazz 
trio will be playing in the newly renovated 
Tithe Barn - tickets will be on sale soon. 

A Summer Fayre will be held on Sunday, 
Juluy 27th - featuring Vintage, Crafts & Food. 
Starting at 11am through to 7pm, there will 
be a vast variety of stalls and entertainment 
throughout the day, with Symondsbury 
Kitchen offering a traditional Vintage After¬ 
noon Tea. 

Symondsbury Estate have a number of ven¬ 
ues available throughout the Estate to hire for 
private functions. 

For more details visit the website at 
www.symondsburyestate.co.uk 


Police Dog Hogan in Bridport and Lyme 


GREAT musicians, great 
songs; if you're looking for 
a brilliant night out, Police 
Dog Hogan are for you. 

If you read the Guardian 
or the Daily Telegraph or 
if you travel with Rough 
Guides then you probably 
already know several of 
this extraordinary band. 
Tim Dowling (banjo), for 
example, writes a very 
popular weekly column in 
the Guardian's Saturday 
supplement. 

The high-energy seven- 
piece, combine fiddle, 
banjo, mandolin, drums 
and guitars with knock¬ 


out four-part harmonies 
in an exuberant fusing of 
country, pop, folk, and 
rocking urban bluegrass. 
Their songs range from 
the wistful and poetic to 
out-and-out, foot-stomp¬ 
ing tales of doomed bar¬ 
becues, French mustard 
and falling in love on a 
Tennessee highway. 

Regular onstage guests 
include Bill Amberg on 
the jaw harp and once 
(memorably) Hugh Fearn- 
ley-Whittingstall with a 
tambourine! 

Police Dog Hogan play 
at Bridport Arts Centre 


this Saturday, May 17th at 
8pm. Tickets are Advance: 
£12, £11 members, £5 
concessions; or £14, £13 
members and conces¬ 
sions on the door. Tickets 
available from www.brid- 
port-arts.com or by call¬ 
ing 01308 424204. 

The band will then play 
at the Marine Theatre, 
Lyme Regis on Sunday, 
May 18th, doors open 
7.45pm. Tickets are £12, 
or £10 concessions. Tick¬ 
ets available from 
www.marinetheatre.com 
or 01297 442138. 




PITCHES 
MUST BE 
PRE'BOOKED 


, SYMONDSBURY 

Tel: 01308 424116 
www* sy mondsburyes t ate * co * uk 
juliab@symondsburyestate*co*uk 
Manor Yard, Mill Lane, Symondsbury, Dorset DT6 6HG 


10am - 3pm 


CARS £6 
VANS £10 


TH&ATRE 


LYME REGIS 


See m ih* 
0«*r* 


Police Dog 
Hogan 






Saturday 24th May 

ii Saturday Sun 

Plus support 


Doors: 7 4Spm / Onttege: It SO pm 
Poll price £9.00 / Concessions: £7.00 


Sunday 25th May 

1001 Nights 

9.00pm 

Putt price: £9.SO / Concessions: £6 50 
Family (2 adults* 2 core): £26.00 


■ 

r < feK> 
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Box Office: Lyme Regis TIC 01297 442138 
or buy online at www.marinetheatre.com 
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DORCHESTER FESTIVAL COMES TO TOWN 

Thursday, May 22nd - Monday, May 26th 



The Beat | Monday, May 26th 


WITH the next May Bank Holiday fast 
approaching we see the return of the 
Dorchester festival courtesy of Dorch¬ 
ester Arts bringing a feast of theatre, 
music, dance, comedy, visual art and 
outdoor fun to the heart of the com¬ 
munity. 

Kicking off the ticketed events will be 
two performances of / The Ballad of 
Martha Brown 7 in which the ac¬ 
claimed Angel Exit Theatre company 


DORCHESTER 

FESTIVAL 122-26 MAY 
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tell the tale of the last woman publicly 
hanged in Dorset with poignancy and 
black humour. The company also in¬ 
vites you to see Shire Hall the old 
county town courtroom in a whole 
new light with their on a ghostly 
guided tour 'Hanging Around 7 . 

Musical highlights throughout the 
weekend include a performance by in¬ 
ternational ska legends The Beat and 
an evening where European classical 
guitar meets world music with 
the supremely talented Jo¬ 
hannes Moller. Expect edgy 
comedy from BBC1 7 s docu¬ 
mentary star of We Won't 
Drop the Baby Laurence Clark 
and astonishing dexterity 
from the 'Gentleman Jug¬ 
gler 7 and variety act Mat Ri- 
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Ticketed events feature some of the best local performers and internationally 
renowned musicians, comedians and entertainers. Plus experience the 
festival vibe at a number of free events and activities around town. 

BOOK NOW at: 

www.dorchesterarts.org.uk, Box Office 01305 266926 or via Dorchester TIC. 


ilk 


HI 


With thanks to all our sponsors and supporters 

O # % 


DorchesterARTS 

www.dorchesterarts.org.uk 


cardo, plus BirdsnestTheatre will be on 
hand to enchant the smaller audience 
members with the tale of a very 
naughty monkey! 

Other highlights of the festival in¬ 
clude the free Borough Gardens pro¬ 
gramme with the celebrated festival 
parade led by Glastonbury veterans 
RSVP drummers, puppets galore and 
Percy the forty-five foot long interac¬ 
tive seahorse! Catch the fabulous line¬ 
up of music on the main stage, stroll 
along the variety of stalls or immerse 
yourself in musical and verbal talent 
from near and far at the Acoustic Cafe. 

To book tickets and for full details 
visit the Festival pages of the 
Dorchester Arts website at 
www.dorchesterarts.org.uk or call the 
Box Office on 01305 266926 



The Ballad of Martha Brown | Thursday, 

May 22nd and Friday, May 23rd Johannes Moller | Sunday, May 25th ^ 



Mat Ricardo | Saturday, May 24th 



























Wild Things 


with Tierra Kitchen's award-winning chef Mark Evans 




I 


ONE of the great joys of living in Lyme Bay is finding and using a 
great variety of wild foods on our doorstep. Along with gardening, 
foraging is an activity that usually involves my six and eight year 
olds. This is not because they need 
dragging away from the com¬ 
puter, but because I am a firm be¬ 
liever in free child labour." Not 
again" is the cry just before set¬ 
ting off, but within a few minutes 
of scrumming about in the under¬ 
growth they are having a great 
time. 

April, May and June is the first 
great period for foraging, in¬ 
land trips mean tender 
stem greens like wild 
garlic (finishing now), 
nettles, wood sorrel 
and Jack by the 
hedge (a common 
pretty plant with 
the old English 
name of mustard 



garlic). However, at the moment it's a trio of seashore plants that 
are really exciting; 

Sea Beet, (which I have picked in Charmouth, but grows vigor¬ 
ously in Seaton) is the Mother plant to our cultivated spinach. 
However it has a richer, earthier flavour and a more fleshy texture, 
and is packed with iron and vitamins. It is delicious simply tossed 
in a pan with butter and nutmeg. 

Sea Kale will be starting in June, and can be found in fits and 
starts throughout our local coastline. This is a real aristocrat of a 
plant with a slightly salty perfumed flavour and a brilliant texture. 
Aesthetically, it looks beautiful on the plate if gently pan fried. I 
am very careful picking this plant, only taking a few fleshy leaves; 
Sea Kale was enormously popular in the early twentieth century 
and was picked to near extinction. 

Samphire is a little confusing as there are two varieties; Marsh 
samphire, the fleshy brilliant green variety is found in the East of 
England, this is the popular variety found in fish shops and on 
restaurant menus. Rock samphire can be found locally, this is a 
thinner more grey green plant with a more perfumed salty flavour. 

I will be out foraging tonight with my eight year old (Aaarrgh, 
call social services!), I noticed on my way to work this morning that 
the first Elderflowers are blooming too, it's going to be a busy 
evening and prep day tomorrow. 


Make it yourself... 

Samphire fritters with marinated 
fennel and lemon thyme dressing 

Serves four to six 

Ingredients 

• 300gms fresh Marsh or Rock samphire 

• lOOgms plain flour 

• 100 gms cornflower 

• 1 egg 

• Approx 250ml sparkling mineral water/cold 
tap water 

• Pinch of black pepper 

• Vi tsp ground fennel 

• 1 litre vegetable/sunflower oil for frying 

• 1 large bulb fennel 

• 2 medium carrots 

• Vi bunch spring onion 

• 3 large lemons 

• 1 tbsp maple syrup 

• 1 tsp smooth Dijon mustard 

• 150ml rapesead /or a good sunflower oil 

• 6 x sprigs of thyme (de-stalked and finely 
chopped) 



Method 

Finely grate 3 lemons , then juice the 
lemons and put all together in a small 
pan. Reduce on a gentle heat by 50%,and 
leave to cool. 

Meanwhile remove the rough stem part 
of the fennel, separate the layers and ei¬ 
ther cut or shave into very fine strips. Peel 
the carrot lengthways and also cut into 
very fine strips. Do the same with the 
spring onion. Place all the fine vegetables 
in a bowl, mix in 1 tbsp honey/ maple 
syrup, sea salt and the juice of the re¬ 
maining lemon, leave to marinate for 30 


mins. 

Transfer the lemon reduction to a meas¬ 
uring jug, add the remaining honey/ 
maple syrup, the mustard, and the finely 
chopped thyme. Using a hand blender, 
slowly blend in the oil (like a mayonnaise 
to a smooth emulsion). Add a tablespoon 
of warm water at end to let down a little' 
don't worry if this splits as a good whisk 
before serving will bring it back. 

Remove the tough ends of the sam¬ 
phire then wash and dry thoroughly. Mix 
together the plain and cornflower, then 
whisk/mix in the egg. Slowly whisk in the 


mineral water to a smooth batter (the 
consistency of double cream). Season 
with pepper and the ground fennel. 

Heat the oil in a fryer/pan to a medium 
to high heat, IE 170oC. Dip the samphire 
in tennis ball size clusters into the batter, 
coat well and drop into the fryer for 2 
minutes or until just taking colour and 
crisp to touch. Place on some paper tow¬ 
elling to remove excess oil. 

Serve the fritters with the lemon dress¬ 
ing on a bed of marinated fennel. 





KITCHEN 

Healthy flavour-packed food from 
triple award-winning chef Mark Evans 


Local.seasonal.organic 

Open Thursday, Friday and Saturday 
for lunch and dinner plus Sunday lunch 

Book online: www.tierrakitchen.co.uk 
t: 01297 445189 
e: info@tierrakitchen.co.uk 
1A Coombe Street, Lyme Regis, Dorset DT7 3PY 
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UNTIL MONDAY MAY 26th 

Lyme Regis: Exhibition:'Caught In A Light'at Courtyard 
Gallery, The Town Mill. Open daily 10.30am-5pm. Free 
admission. Visit www.townmillartsguild.com 

THURSDAY MAY 15th 

Chideock: Bingo at the village hall. Eyes down 7.30pm. 
Dorchester: Civil Service Retirement Fellowship 
Meeting at 10.15am in DYA County Headquarters 
Hall, Lubbecke Way.Talk'Dorchester Remembers 
WW1' by Brian Bates. Membership is open to all re¬ 
tired civil and public servants, but other guests are 
very welcome. For more details call 01308 420775. 

FRIDAY MAY 16th 

Broadmayne: Market and Plant Sale 2-3.30pm, at St 
Martin's Community Hall (Next to the Church). Cakes, 
Preserves, Raffle, Craft, Plants, Bric-a-brac, books, Jig¬ 
saws, Cards, Local Pork, Sausages and Eggs, Local Wa¬ 
tercress, Plants from a local Nursery, plus all kinds of 
things to buy for your garden and a chance to sit and 
chat with a cup of tea or coffee. All proceeds to St 
Martin's Community Hall. For further information 
please contact Eleanor Piper 01305 853765. 

Weymouth: Weymouth & Portland U3A Monthly 
Meeting. The speaker will be Reverend Stewart Tim- 
brell. He will be giving a humorous talk entitled 
’Herbs and the History of Medicine.’ At St Aldhelms 
Church New Hall, Spa Road, from 10am. Organised by 
Weymouth & Portland U3A. 

SATURDAY MAY 17th 

Bridport: For their next concert,The New Elizabethan 
Singers will return to the great classics when they 
sing Haydn's "Nelson" Mass and Mozart's "Requiem", 
accompanied by a full orchestra and professional 
soloists. It will take place on May 17th in St Mary's 
Church, South St, starting at 7.30.Tickets (£12, under 
16s free) will be available towards the end of April, 
from Bridport Music and Goadsby, both in South St. 
Beaminster: Beaminster Horticultural Society Plant 
Sale in the Town Square from 8.30am. This popular 
plant sale will be offering a range of plants grown 
and donated by members as well as home made pro¬ 
duce. Further details from 01308 863061. 

Bridport: Chancery House Day Centre Sale of Jams, 
Chutneys, Cakes and Bric-a-Braci, from 9.30am-11.30am. 

SUNDAY MAY 18th 

West Milton: Open garden, Milton Mill, West Milton, 
from 1 -5pm. A large variety of plants and crafts for 
sale. Teas in the garden. Raffle. Free admission. Dona¬ 
tions to 2 charities, Wawa and The British Red Cross. 

For more details contact Mary on 01308485207 or 
thebunneys@powerstock.plus.com 

MONDAY MAY 19th 

Bridport: Bridport Folk Dance Club at 7.30-9.30 pm in 
the Wl Hall, North Street, Bridport. No partner or pre¬ 
vious experience required. Admission £2. Contact 
Jane on 01308 898 002 or Monty on 01308 423 442 

TUESDAY MAY 20th 

Uplyme: Day Visit by coach to Mottisfont Abbey and 
gardens - National Trust property on the banks of the 
River Test at Romsey, Hampshire, a romantic country 
house with art gallery and remains of a 13th century 
priory. Extensive gardens with ancient trees, riverside 
walks and walled garden with world-famous rose col¬ 
lection. Organised by Uplyme and Lyme Regis Horti¬ 
cultural Society please ring 07831 533580 or 01297 
444034 to book Non members most welcome 
www.ulrhs.wordpress.com 

Dorchester: The Age UK Dorchester's,'Dorset's Living 
Memories - the inside story', will be the first presenta¬ 
tion at the re-launch of the Crossways Local History 
Group at 7.30pm at Crossways Library. 

WEDNESDAY MAY 21 st 

Eype: West Dorset Decorative & Fine Arts Society illus¬ 
trated talk'Patrimony in the Art Market: Nazi Looted 
Art'by Ms Shauna Isaac. At Highlands End Leisure Cen¬ 
tre, from 2.30pm. For more details call 01297 443615. 

FRIDAY MAY 23rd 

Chard: Country & Sixties Night featuring Jeffers & 

John and Pete Howell at Chard Football Club, 8.30pm 
til late. Tickets £6 in advance from 01460 64652 or £7 
on the door. In aid of Clic Sargent. 

Bridport: West Dorset Breast Cancer Support Group 
fundraising Fish n'Chips Quiz Night, at Bridport 
Leisure Centre Rugby Club.Tickets £8 from Frosts, 

West Street. Teams of 4. Raffle prizes and bar. For 
more details call 01308 424435. 

FRIDAY MAY 23rd - SUNDAY JUNE 1st 
Lyme Regis: Lyme Regis Art Society Annual Exhibition 
at the Malthouse Gallery, Town Mill. Daily 10.30am- 
5pm. Free admission. 

SATURDAY MAY 24th 

Bridport: Vinyl Saturday, Bridport United Church, 

East St, 10am-4pm. Records & CDs for all styles of 
music on sale at Record & CD Fair and on many Sat¬ 
urday Market stalls and shops throughout the town. 

SATURDAY MAY 24th - SUNDAY JUNE 1st 
Lyme Regis: Lyme Regis Art Society will be holding 
the Annual Exhibition and Sale of members'work in¬ 
cluding affordable paintings, prints, cards and more 
at The Malthouse, Lyme Regis. Opening hours 10 
a.m. - 5 p.m. Contact Sheila on 01297 445464 for 
further information. 

SATURDAY MAY 24th - SUNDAY JUNE 8th 
Burton Bradstock: Exhibition: Glimpsing Wholeness 
at Othona West Dorset, open every day from 11am 


Recoerd and CD fair 


Antiques sale 


Vinyl Saturday 

BRIDPORT 

Bridport United Church 
East St, DT6 3LJ 
10 till 4 ■ Admission f.| 


iam 


SATURDAY 

24th 

MAY 

RECORD 
& CD k 

FAIR * 

Stall info: 07429 102645 
www.vinylsaturday.co.uk „ 
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Social club 


Bradpoee 
Social Club 

Saturday 31st May 

Live Music: 

LET ME OUT 

9.30pm. Over 18s only. 

Saturday 14th June 

BINGO 

Eyes down 8pm. Great prizes to be won 

Saturday 12th July 

BINGO 

Eyes down 8pm. Great prizes to be won 


Members and guests welcome 


Beaminster Antiques, 
Collectables and Vintage 
Fairs 

Public Hall, Beaminster 

Saturday 17th May 
9.30am - 4.00pm 

Small furniture, Textiles, China, Glass, Silver, 
Jewellery, Books, Pictures etc. 

Upcoming fair: Saturday 12th July 

Home made refreshments 

Enquires: Meadow Fairs 01297 24446 


Car boot sale 


I 


Weymouth Football Club 

(Wessex Way) 

CAR BOOT SALE 

Every Sunday Afternoon 1 pm - 4pm 

All Sellers £6 for as much room required 
All Tarmac Standing. Refreshments and Toilets Available 
Strictly no helpers or Buyers before 1 pm 
Public car parking, 50p per car 

(Strictly No Dogs) 

Further info: 07856 891 643 
07979 345 914 


Health and wellbeing 


b-Afit 


MONDAY 

3.45-4.30pm 11-16YR OLDS TRAMPOLINING COURSE 
4.30-5.15pm 4-11YR OLDS TRAMPOLINING COURSE 
4.45-6.00pm SILKS AERIAL COURSE 11-16YR OLDS 
5.15-6.15pm PILATES 

6.00-7.15pm SILKS AERIAL COURSE ADULTS (16+) 

6.30-7.30pm CIRCUITS 
7.45-8.30pm GROUP STUDIO CYCLING 
TUESDAY 

6.30-7.30pm ZUMBA 
WEDNESDAY 

4.00-6.00pm GYMNASTICS 
6.00-6.45pm GROUP STUDIO CYCLING 
6.00-7.00pm BFIT RUNNING CLUB 
7.00-8.00pm BACK 2 NETBALL CLUB 
8.00-9.30pm VOLLEYBALL 
THURSDAY 

6.30-7.30pm AEROBICS 
FRIDAY 

6.00-7.0pm SILKS MIXED CLASS 
STARTING IN THE NEW YEAR 
EXTRA CYCLING CLASSES WITH NEW INSTRUCTOR 
SALSACISE 

Also New - starting Thursday, January 16th - 50+ Keep Fit 
Many more new classes to come - watch this space! 


For further information on classes and courses please 
call Richard on 07792 791038 or 01308 861911 



Salsa Dancing 
EVERY WEDNESDAY 
At Dorchester Corn Exchange 
Learn to Salsa in Dorchester ... 

Come along on 

Wednesday 14 May 

to try the first week of our new 
6 week 'Learn to Salsa' Course 
for just £5 per person 

No need to 
book, just 
turn up on 
the night!- 


Doors open at 7.30pm 
Beginners Class at 7.45pm 
Improver Class at 9.00pm 
Social Dancing until 10.30pm 

You can also find us at The Revolution Bar, 
Bournemouth every Tuesday evening! 
If you miss the first week of the course simply come along 
the following week and join us! 

www.salsadorchester.co.uk 
or call Mai and Bev on 07870 520340 


r View 2 "Diary Dates ' 

to 5pm, cream teas served between 2.30-4.30pm. 

For details about the exhibition visit 
www.othona-daw.co.uk or ring 01308 897 130. 

MONDAY MAY 26th 

Bridport: Biodanza at Othona. 7.15 for 7.30pm. 

Monthly drop-in class (2nd and 4th Monday each 
month). Cost £7 (Concessions available - just ask) 

Free for Biodanza newbies! For more details call 
01308 897 130 or visit www.biodanza-bridport.co.uk 
Bridport: May Fair on the Millennium Green, Mount- 
field.The Fair will commence at 12noon; the May 
Queen will be crowned at 1 pm and this will be fol¬ 
lowed by Maypole Dancing and other entertain¬ 
ment. Refreshments will be served throughout. 

There will be stalls for crafts and organisations. Any¬ 
one wishing to have a stall please telephone Teresa 
Grinter01308 425828. 

Wootton Fitzpaine: Wootton Fitzpaine Village Fete, 
from 1.30pm. Music by Brass Tacks. Monkton Wyld 
Morris Dancers, Dog Agility Display, Childrens Races 
and Fancy Dress, Tug Of War Competition, Stalls, 
Games, Grand Raffle, Cream Teas, BBQ, Licensed Bar. 
Entry £1.50 for adults, free for children/ Come what¬ 
ever the weather- in the Hall & Marquee if wet!. In 
aid of the village hall and church. 

Bridport: May Fair from 12noon-3pm on the Millen¬ 
nium Green, Mountfield. May Queen crowned at 
1 pm, followed by Maypole Dancing. Display by 
Bridport Dog Training Club. The vintage motor cy¬ 
cles will again be on show. Numerous stalls - crafts 
and organisations. Refreshments throughout. 
Admission free. For more details call 01308 425828. 

TUESDAY MAY 27th - MONDAY JUNE 2nd 
Lyme Regis: Exhibition'Where Land Meets Sea'in the 
Courtyard Gallery,Town Mill from 10.30am-5pm. 

Free admission. For more details visit 
w w w.to wn m i 11 a rtsg u i I d .co m 

WEDNESDAY MAY 28th 

Uplyme: 'Beauty and the Beast'-an eccentric natural 
history of Britain by Hugh Warwick 
(www.urchin.info) - hedgehog loving ecologist and 
author. At Uplyme Village Hall at 7.30pm. Members 
free, Non Members £3. Details 01297 444034 or 
www.ulrhs.wordpress.com. Organised by Uplyme 
and Lyme Regis Horticultural Society 
Bridport: Coffee morning at the Wl Hall Bridport 10- 
12.30. Stalls, including 50p jumble, cakes, tombola, 
bric-a-brac and South American Crafts. All proceeds 
to The British Red Cross. For more details contact 
Mary on 01308485207 or 
thebunneys@powerstock.plus.com. 

Lyme Regis: Pub Quiz at the Inn Plaice, Pilot Boat Inn, 
Lyme Regis, starting at 7.30pm. For more details call 
01297 444733. 

THURSDAY MAY 29th 

Chideock: Bingo at the village hall. Eyes down 7.30pm. 

SATURDAY MAY 31st 

Dorchester: Ultimate Pro Wrestling at Dorchester 
Corn Exchange. 5 bouts involving: International Su¬ 
perstar UK Kid, New Zealand's Jay White and local tal¬ 
ent Charleston amongst others. Family friendly show, 
starting at 7.30pm (doors 7pm).Tickets £10 adults, 

£12 children. More details available online at 
TUESDAY JUNE 3rd - MONDAY JUNE 23rd 
Lyme Regis: Exhibition: Sights, Scene & Sculpture, at 
Courtyard Gallery, The Town Mill, DT7 3PU. Daily 10am 
to 5pm. Free admission, www.townmillartsguild.com 
THURSDAY JUNE 5th 

Bridport: Bridport Electronic Organ Club Concert 
with Ian Griffin. At United Church Hall, East Street. 

Doors 7pm, concerts 7.30pm. Membership £4 per 
year. Concert admission: members £7, visitors £8. 

SATURDAY JUNE 7th 

Uplyme: Ballroom, Latin and some Sequence Dancing 
at the village hall, 8-10.30pm. £4.50 per person in aid 
of hall funds. For more details call 01297 442439. 

North Perrott: Gardens Open 11 am-5pm. Ample 
parking, morning coffee. Ploughman's lunches with 
home-made puddings, teas in Pesters Orchard gar¬ 
den with music. Classic, modern and vintage Cars on 
view, floral displays in the church. Adults £14, under 
16s free - allows entry to all 8 gardens and to the vin¬ 
tage exhibition of Wedding & Bridesmaids dresses, 
Christening Robes and Floral Displays in the church. 
Proceeds to St Martin's Church Roof Appeal, and 
other church projects. For more details call 01460 
72883 or 01460 76457. Exhibition in the church also 
open on Sunday 8th June 11 am-5pm. 

Bridport: Bridport Ceilidhs featuring 'Monty's Maggot’ 
with Will Hall calling at Church House (St Mary's) Hall, 
South Street, Bridport DT6 3NW. Soft drinks provided; 
bring a bottle, bring finger food snacks to share, bring 
a friend - bring two! - and dance'for the fun of it!'. 

Doors open 7.15 for 7.30 -11.00pm dance. Tickets 
£8.50 on the door pre-purchase or booking is recom¬ 
mended (numbers will be limited for comfortable 
dancing) for £7.50 in advance from Bridport Music 
Shop, South Street and Jaxsons Deli, West Street, or 
call organiser. For more details call 01308 423442. 

Swyre: Village Trinity Fete, in the grounds of Holy 
Trinity Church DT2 9DN, parking, prize ticket entry, 
raffle, produce, plants, teas, barbecue, cakes, bottle 
tombola, books, brie a brae, ’Local World War 1 His¬ 
tory Display’ and games for the young at heart. Pro¬ 
ceeds to Royal British Legion and church 
maintenance fund. Opens at 1 pm. 

___/ 
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Up, up and away with the 
Chedington Street Fair 


THE organisation for this year's Street Fair is well 
under way. It takes place on Saturday, July 26th 
from noon until 5pm. As always, there will be 
many attractions and activities for all ages and, 
this year, one lucky visitor will win a hot air bal¬ 
loon ride. Lunches, cream teas and refreshments 
will be available whilst there will be live music in 
or near the beer tent. Admission is £1 per adult 
which includes the draw for the hot air balloon 
ride. There is no charge for children to enter and 
there is ample free car parking. 

Furthermore, the charges for stalls have been 
reduced with a single pitch (8ft x 5ft) only costing 
£10. A double pitch will be £20 and a pitch suit¬ 
able for a gazebo will be £18. Anyone wishing to 
reserve a pitch should contact 01935 891232. 

The street fair is a registered charity and raises 
funds for the village halls in Chedington and its 


near neighbour South Perrott. For more informa¬ 
tion see our website 

(www.chedingtonstreetfair.co.uk) or call 01935 
891891. 



Evershot Country Fair 


THE Evershot Country Fair takes 
place on Sunday, June 22nd, an 
event for all the family. 

Watch demonstrations of tradi¬ 
tional rural crafts and talk to the 
craftsmen and women. 

There are over sixty varied stalls 
to browse, a bar, local cider, live 
music and ringside entertain¬ 
ment. 


Lunch options range from tra¬ 
ditional hog roast to plough¬ 
man's lunches, fresh baked 
pizzas from a wood oven, or the 
slightly more exotic bison burg¬ 
ers and elk venison stew. The 
food marquee provides many in¬ 
teresting goodies from Dorset 
and beyond. 

The proceeds from the fair help 


to support the school, church, 
playgroup and village hall chari¬ 
ties. Adults £2, children and 
parking free. Dogs on leads wel¬ 
come. For more information, see 
our website 

www.evershot.org/ecf or email 
evershotcountryfair@wicks.info 
and twitter @EvershotCF. 


Jump Up Drum and Bass at its finest 


HAVING cemented themselves firmly as one of the 
hottest prospects in the UK Drum and Bass scene, it 
is with no surprise that that Annix's debut album 'In¬ 
ception' has been regarded as one of the most an¬ 
ticipated underground releases of the year. 
Consisting of members Konichi and Decimal Bass, 
Annix have been slaves to the studio since early 
2006, identifying their musical backgrounds as the 
driving force behind their passion for Drum and 
Bass. 

Citing their addition to the Urban Agency roster as 
a significant step in their recent progression, Annix 
have swiftly moved up the ladder in terms of live 
performance, and have an impressive selection of 
shows already under their 
belt. Support from the likes 
of Kmag and D&B Arena 
has certainly turned a few 
heads in the past year, and 
the October release of'ln- 
ception'is one of the signif¬ 
icant events in the 2013 
Playaz Recordings calendar. 

The Annix affiliation with 
Playaz manifested itself late 
in 2012 when 'Late Manou- 
vre'found its way on to the 
'The Flavours Vol. 4' EP, 
alongside the likes of Majis- 
trate and Optiv. This cata¬ 
pulted Annix into 2013, 
with consistent support 
from DJ Hype on his Kiss 
FM show, as well as a re¬ 
lease on DJ Hazard's es¬ 
teemed Radius Recordings. 

From here, Annix were se¬ 
lected by Hype to perform 
at the Playaz Easter Special, 
which also allowed them to 
compile their first Fabric 


Live mix for the iconic London venue. In Playaz, 
Annix have stated they now have a label that they 
'are 100% happy with', and despite a quiet few 
months of writing and perfecting their material, 
Annix insist their new batch of songs will 'cause 
some damage'! and are certainly ones to watch mov¬ 
ing into 2014. 

SwitchSound presents Drum and Bass from: Annix, 
'Decimal Bass & Konichi', Version, VnC, JAY D, Jeztab- 
ble and MDMC, at Bridport's Electric Palace this Sat¬ 
urday, May 17th, with doors opening 8pm, and 
music from 8.30pm-1.30am. Tickets are £12, avail¬ 
able on the door, or in advance from 
switchsound.co.uk. 



THE 


CLOCK 

HOUSE INN 

FREE HOUSE 



at The Clockhouse Inn, 
Main St, Chideock DT6 6JW 

(30 seconds from bus stops 
serving routes 31 and X53) 


Friday 23rd - Monday 26th May 

Guaranteed: 

16 Real Ales from the South West 
10 local Scrumpy Ciders 

plus Hog Roast & Live Music* 

(*Days to be confirmed) 

Like us at 

facebook.com/clockchideock 
or visit clockhousechideock.co.uk 
for up-to-date details 


JSW PRODUCTIONS PRESENTS 

£4tttd£oiJ»fc> 

JUMP UP DWIM AND RASS AT ITS FINEST! 
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Acclaimed musicians to perform 
at Dorset County Museum 



MEZZO SOPRANO | Louise Innes 


THIS Thursday, a special lunchtime concert 
takes place in the delightful surroundings 
of Dorset County Museum's Victorian Hall. 

At 1pm on May 15th, acclaimed mezzo 
soprano Louise Innes and prize-winning 
piano soloist Charlotte Brennand will per¬ 
form songs by Purcell, Haydn and Faure, 
together with lighter material by Cole 
Porter and Jerome Kern. 

Louise Innes made her Covent Garden 
debut in 2010 singing the role of Mer¬ 
cedes in Carmen. She has toured inter¬ 
nationally, performing at famous 
venues including Las Scala, Milan, the 
Paris Opera and in Seville with the Na¬ 
tional Orchestra. 

Charlotte Brennand began her social 
career as a soloist, accompanist and 
chamber musician, winning many 
prizes. She has worked with a range of 


distinguished conductors, performed at 
many prestigious events and was the pi¬ 
anist for Radio 4's play, Little Nell. 

This concert is a fantastic opportunity to 
hear two first class international artists. The 
performance will last for approximately 
one hour and all are welcome to attend. 
The concert is free but a donation of £3 is 
requested to cover costs. 



PIANIST | Charlotte Brennand * 


COEN BROTHERS BRING 
FOLKTOTHE PALACE 

INSIDE LLEWYN DAVIS follows a week in the life of a young folk 
singer as he navigates the Greenwich Village folk scene of 1961. 

Llewyn Davis (Oscar Isaac) is at a crossroads. Guitar in tow, hud¬ 
dled against the unforgiving New York winter, he is struggling to 
make it as a musician against seemingly insurmountable obsta¬ 
cles, some of them of his own making. Living at the mercy of both 
friends and strangers, scaring up what work he can find, Llewyn’s 
misadventures take him from the basket houses of the Village to 
an empty Chicago club, on an odyssey to audition for music 
mogul Bud Grossman, and back again. Brimming with music per¬ 
formed by Isaac, Justin Timberlake and Carey Mulligan (as 
Llewyn's married Village friends), as well as Marcus Mumford and 
Punch Brothers, Inside Llewyn Davis, in the tradition of 0 Brother, 
Where Art Thou?, is infused with the transportive sound of an¬ 
other time and place. An epic on an intimate scale, it represents 
the Coen Brothers fourth collaboration with Oscar and Grammy 
Award-winning music producerT Bone Burnett. 

The film will be shown at The Electric Palace, Bridport on Friday, 
May 16th at 7pm. Tickets are £4.50+bf advance, or £6 on the door. 
More information about the event can be found at www.electric- 
palace.org.uk 


Stories from Pandora's Box 


SHONALEIGH Cumbers is one of the 
foremost storytellers on the British 
scene and has been described as 'a 
modern day Shaharazad'. On Friday 
16 May she returns to the Story Cafe 
at Bridport Arts Centre with Pandora's 
Box, bringing the power of 
her storytelling and vivid use 
of imagery and music to this 
series of intertwined tales. 

'A witty, literate and engag¬ 
ing storyteller', Shonaleigh is 
a drut'syla, a storyteller in the 
Jewish tradition, travelling 
globally and drawing on her 
Yiddish, English and Euro¬ 
pean roots to bring us the 
world of myth, history and 
imagination. 

Doors open at 7pm and 
the storytelling begins at 
7.30pm. The evening is suit¬ 


able for adults and older children. 
Tickets are £7 / £6 members / £5 con¬ 
cessions available from Bridport Arts 
Centre box office 01308 424204 and 
via the website www.bridport- 
arts.com 



Cinema Listinos Friday, May 16 th -Thurs,May 22" d 

VIIIVIIIU ALL LISTINGS ARE SUBJECTTO CHANGE 


WEYMOUTH CINEWORLD 

Tel: 0871 200 2000 • www.cineworld.co.uk 


LYME REGIS REGENT 
Tel: 0871 2303200 
www.scottcinemas.co.uk 
Godzilla 12A 

Fri, Mon-Wed: 20.00 
Sat & Sun: 17.00,20.00 

NT Live: King Lear (Encore) 12fl 

Fri: 11.45am 

Rio 2 u Sat & Sun: 14.30 


BRIDPORT ARTS CENTRE 
Tel: 01308 424204 
www.bridport-arts.com 

Secret Life of Walter Mitty PG 

Sun: 17.30 

Wolf of Wall Street 18 

Thu: 13.00,19.30 

DORCHESTER 0DE0N 
Tel: 0871 2244007 
www.odeon.co.uk 
Contact cinema or visit the 
website for up-to-date listings 

DORCHESTER PLAZA 
Tel: 01305 262488 
www.plazadorchester.com 
Contact cinema or visit the 
website for up-to-date listings 


Bad Neighbours 15 

Fri: 12.40,14.30,16.50,19.10,20.15,21.30 

Sat: 10.20,12.40,14.30,16.50, 

19.10,20.15,21.30 

Sun: 10.20,12.40,14.00,16.20, 

18.40,20.15,21.00 

Mon,Tue: 12.00,14.00,16.20,18.40,21.00 

Wed: 12.00,14.00,16.20,18.40, 

20.15,21.00 

Thu: 12.00,13.35,16.00,18.25,21.10 

The Amazing Spider-Man 2 12A 

Fri: 14.10,17.20,20.30 

Sat & Sun: 11.00,14.10,17.20,20.30 

Mon, Wed: 13.10,16.20,19.30 

Tue: 14.10,17.20 

Thu: 12.20,15.30,19.45 

The Other Woman 12A 

Fri: 13.10,15.50,18.30,21.00 

Sat: 15.50,18.30,21.00 

Sun: 14.45,17.15,19.45 

Mon-Wed: 12.15,14.45,17.15,19.45 

Thu: 12.15,17.15 

Sabotage 15 

Fri: 12.00,18.45, Sat: 18.45, Sun, Tue: 
18.25,20.55, Wed: 12.00,18.25,20.55 

Pompeii 12A 

Fri-Wed: 15.05,17.35,20.05 
Thu: 14.45 

Godzilla 12A 

Fri, Mon-Wed: 12.15,13.15,14.15, 
15.05,16.05,17.05,17.55,18.55, 


19.55.20.40 

Sat & Sun: 10.25,11.25,12.15,13.15, 
14.15,15.05,16.05,17.05,17.55, 

18.55.19.55.20.40 

Thu: 13.15,14.15,16.05,17.05, 
18.55,19.55 
Tarzan PG 

Fri, Mon-Wed: 16.10 

Sat: 12.15,16.10, Sun: 11.45,16.10 

Rio 2 u 

Fri, Wed: 17.45, Sat: 10.15,12.45, 

15.15.17.45, Sun: 12.45,15.15, 

17.45, Mon & Tue: 16.20 

Tinker Bell & The Pirate Fairy u 

Sat & Sun: 10.15am 
Mr Peabody and Sherman u 
Sat & Sun: 10.30am 
X-Men: Days of Future Past 12A 

Thu: 11.40,12.40,13.40,14.30, 
15.30,16.30,17.20,18.20,19.20, 
20.10,20.45 

Plastic 15 Mon, Tue: 13.50 

Transcendence 12A 

Fri: 12.00, Mon-Wed: 12.15 

Muppets Most Wanted u 

Sat & Sun: 13.35 

The Love Punch 12A Fri, Tue: 12.00 
Captain America 12A 

Fri: 14.45,21.15, Sat: 12.45,21.15, 
Sun: 11.45, Wed: 14.45 
Noah 12A Fri, Mon-Wed: 13.00 


This week's new cinema releases 


GODZILLA 12A 

THE world's most famous monster is 
pitted against malevolent creatures 
who, bolstered by humanity's scien¬ 
tific arrogance, threaten our very exis¬ 
tence. 

Stars Aaron Taylor-Johnson, Eliza¬ 
beth Olsen and Bryan Cranston. 

ENEMY 15 

A MAN seeks out his exact look-alike 
after spotting him in a movie. 

Stars Jake Gyllenhaal, Melanie Lau¬ 
rent and Sarah Gadon. 

IN SECRET 15 

SET in the lower echelons of 1860s 
Paris, Therese Raquin, a beautiful 
young woman, is trapped into a love¬ 
less marriage to her sickly cousin, 
Camille, by her domineering aunt, 


Madame Raquin. Therese spends her 
days confined behind the counter of a 
small shop and her evenings watch¬ 
ing Madame play dominoes with an 
eclectic group. After she meets her 
husband's alluring friend, Laurent, she 
embarks on an illicit affair that leads 
to tragic consequences. 

Stars Elizabeth Olsen, Tom Felton 
and Jessica Lange. 

THE TWO FACES OF JANUARY 12A 

A THRILLER centered on a con artist, 
his wife, and a stranger who try to flee 
a foreign country after one of them is 
caught up in the murder of a police of¬ 
ficer. 

Stars Kirsten Dunst, Oscar Isaac and 
Viggo Mortensen. 


Brain Gym 


No.273 




Codeword 


Each number in the grid represents a different letter of the 
alphabet and every letter of the alphabet is used. Use the 
given letter(s) to the right of the main grid to start you off. 



LAST WEEK’S SOLUTION: 
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Double Crossword 


Choose either quick or cryptic clues - both 
fit the same grid. 

Cryptic Clues: 

Across 

1. Back up the others 
who couldn’t come 
cleaner (6) 

4. They are turned on, 
of course, when 
working (6) 

9. Whitehead ar¬ 
ranged composi¬ 
tion by wealthy 
composer (7,6) 

10. Being unsteady, 

Eric takes in de¬ 
serter (7) 

11. It may be put in a 
quiver, of course 
(5) 

12. Lower a foundation 
(5) 

14. Dusty den? (5) 

18. Shout for joy at the 
sight of food (5) 

19. Base tackle for tak¬ 
ing a rise (3,4) 

21. Fail to understand 
and so annihilate? 

(47,2) 

22. He may well hope 
for return out of 
play (6) 

23. Guard at the south¬ 
ern gate (6) 


Down 

1. Beer for the janitor 

( 6 ) 

2. The biggest smash- 
hit of all? (6-7) 

3. Begin to show 
shock(5) 

5. Very hard worker is 
under the first man 
(7) 

6. Sounds as if a 
number are delayed 
by a collection of 
stones (13) 

7. They have a driver 
to drive them home 
( 6 ) 

8. Cited an official 
pronouncement (5) 

13. Alien telephoned in 
the outset (7) 

15. The rascals put up 
their tent in a ship! 
( 6 ) 

16. The clergy - many in 
a small church (5) 

17. Cunning but skilled? 

( 6 ) 

20. Don’t claim a view 
(5) 



Sudoku 


Quick Clues: 

Across 

1. Scales (6) 

4. Adhesive (6) 

9. Refractoriness (13) 

10. Merciful (7) 

11. Correct (5) 

12. Started (5) 

14. Ladder (5) 

18. Grown-up (5) 

19. Blow up (7) 

21. Thought (13) 

22. Constant (6) 

23. Rested (6) 


Down 

1. Coagulate (6) 

2. Unimportance (13) 

3. Protuberance (5) 

5. Plague (7) 

6. Pondering (13) 

7. Cedes (6) 

8. Merriment (5) 

13. Not tested (7) 

15. Cuts open (6) 

16. Collier (5) 

17. Wrote (6) 

20. Signal light (5) 
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Fill in the grid 
below so that 
every column, 
every row and 
each of the 3x3 
boxes contains 
all the digits 
from 1 to 9. 


LAST WEEK’S 
SOLUTIONS > 


9 1 8 

7TI 


1 7 4 
6 2 5 

777 


LAST WEEK’S CROSSWORD SOLUTIONS: 
CRYPTIC - Across: 1 Fell through; 9 Thistle; 

10 Arena; 11 Gusto; 12 Elector; 13 Feline; 

15 Starve; 18 Inspect; 20 Roost; 22 Hoist; 23 
Theatre; 24 Escape route. Down: 2 Emits; 3 
Let-down; 4 Heeled; 5 Orate; 6 Greater; 7 Stage 
fright; 8 Fair weather; 14 Lassies; 16 Torpedo; 

17 Statue; 19 Extra; 21 Octet. QUICK - Across: 

1 Environment; 9 Eminent; 10 Rogue; 11 Exert; 
12 Congeal; 13 Burial; 15 Critic; 18 Augment; 20 
Charm; 22 Comma; 23 Britain; 24 Antecedents. 
Down: 2 Noise; 3 Inertia; 4 Optics; 5 Moron; 6 
Neglect; 7 Resemblance; 8 Replacement; 14 
Regimen; 16 Receive; 17 Stable; 19 Evade; 21 
Adapt. 
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ViewJobs 


TO PLACE YOUR 
RECRUITMENT 
ADVERTISING 


call 01297 446151 

email steph@pemedia.co.uk 

fax 01297 444981 




MU'JM. ft tMDCVTUt NOW 

Care Assistant required 36 hours a week. 

Good rates. Experience not essential as training is 
provided for the enthusiastic individual. 

Own transport is essential. 

For further information please contact Amy at Bymead on 
01297 560620 or call in for an application form. 
Axminster Road, Charmouth, Dorset DT6 6BS 
bymead@tiscali.co.uk www.bymeadhouse.com 



We are looking for an experienced self employed 
hair stylist with the ability to do hair up. 

A full or part time position available. 

And an employed full or part time beauty 
therapist is also required. 

Both positions available at 
Symondsbury Hair and Beauty Boutique. 

Please contact Faye on 07852 326036 or email 
faye.hubbard@virgin.net 


j, 


FAIRFIELD 

HOUSE 

BJ'SIOBNTIAL CAt£ HO Ilf: 


Fairfield House provides specialist 
dementia and residential care. We are looking 
to recruit passionate and dedicated people to 
our expanding care team; 

We are currently recruiting for the following roles: 

• Senior Carer - Full time 

• Care Assistants - Full time, days 
and nights 

• Laundry Worker - 20 hours per week 

If you would like any further information please call 
01297 443513 or email info@fairfieldhouse.co.uk 


Production Unit Operative 

Our award winning company is looking for a self-motivated 
person to work in our efficient production unit, packing our 
range of veterinary medicines and supplements. 

Essential skills are: 

• Attention to detail and precision 

• Reliability and honesty 

• Team player within our small friendly company 

• Ability to work alone 

20-25 hours per week £6.75 ph (Hours negotiable) 

We are also seeking an enthusiastic Apprentice working 
towards an NVQ in warehousing and storage cftORWEsf^ 


Applications and CV to: 

Jo Boughton-White, Dorwest Herbs, 

Shipton Gorge, Bridport DT6 4LPjo@dorwest.com 



ADVERTISE CALL 01297 446151 


VIEW FROM CLASSIFIED 


OVATION Pinnacle Deluxe CU247 guitar with soft case. 5 
years old. Excellent condition £350,01297 489349 
ZANUSSI under counter fridge clean & tidy condition £35, 
01308 424440 

SONY stacking stereo system record/tape/CD player radio, 
2 speakers, in good working order £25,01308 863910 
SOVEREIGN rotary lawn mower, hand propelled, petrol en¬ 
gine, 16" blade, good working order £35,01308 863910 
WHEELBARROW high quality orange fiberglass, good con¬ 
dition £25 ono, 01308 427065 

PINE table round and four matching chairs £50 good con¬ 
dition 07546 371325 

DOG CAGE, medium, only used twice, still boxed £20 07546 
371325 

GENTS white Landrover road bike 24 gears 9 months old 
(£289 new) excellent condition genuine reason for sale, 
£150 01308 538426 

STELLAR high-speed pressure cooker with hand-book and 
spare gasket. Very efficient cooking system in good work¬ 
ing condition. (Cost £156 new; spare gasket cost £9.99) £70 
ono. phone 01297 444437 

KENWOOD electric knife with carving blades. £10 phone 
01297 444437 

KENWOOD chef electronic with bowl, liquidizer, mincer, 
dough hook, whisk and vegetable cutter. All in vgc. £60 
phone 01297 444437 

ENORMOUS cream parasol with very heavy base. 3.2 mtrs. 
x 2.1 mtrs. height 1.97 mtrs. double cast pulleys for strength 
and ease of operation. Eight spokes for superior canopy 
shape. Storage container. £52 phone 01297 444437 
KENWOOD large stainless steel filter coffee maker with 
thermal glass jug. CM380 with hand-booklet. £15 phone 
01297 444437 

PANASONIC bread-maker. Model SD-252 £15 phone 
01297 444437 


CONDITIONS OF ADVERTISING ACCEPTANCE 
Cancellation Deadline: The cancellation deadline for 
the View From series of newspapers is 4 pm on the 
Friday before the week of publication. No cancellations 
will be accepted for advertisements placed on a 
Monday or Tuesday. We will make every endeadvour to 
provide advertisers with a proof. For full conditions of 
advertising acceptance see About Us on the website 
www.viewfromonline.co.uk 


BRAND new A grade garden teak bench 58inc long 21 inc 
wide 5ft 3 seater the finest top quality teak never used still 
in wrapper costing over £800 bargain at £225 can deliver 
07427 781650 can email a picture of bench 
HERITAGE Bathroom sale - large pedestal basin and close 
coupled WC; bath mixer tap, shower screen. Single radiator 
1 m x 0.6m. All VGC. Offers. Can deliver locally. Lyme Regis 
01297 444209 

FOR sale Atco ride on seat roller £25 needs painting Axmin¬ 
ster 01297 32552 evenings 

JOHN Lewis settee and armchair gold, good condition very 
comfortable £200 buyer collect Lyme Regis 07772 803916 
MOMO steering wheel mahogany and stainless steel 14" 
diameter cost £200+ will accept £50 01305 871089 
NEST tables 3, Ercol type top 21" x 17" £15 phone 01297 
444997 

BLACK & Decker mower 30cm cut grass box, black & decker 
trim 'n' edge strimmer £35pr, Bosch hedge trimmer 50cm 
cutting blade £30 01935 426362 

DINING table (round) extends to seat 6,4 chairs, good con¬ 
dition (moved to smaller property) collect / deliver 20 miles 
of Yeovil £155 ovno 01935 426362 
SWIVEL recline chair matching foot stool leather tan- 
colour wood-base good condition collect/delivered up to 
20 miles of Yeovil £55 01935 426362 
DAIWA wilderness XT, 10ft, 3 piece, spin/lure, bag and cor- 
dura travel case, used once £90 01308 456990 
DELL Dimention Processor minus hard disk. 19" Flat Panel 
Monitor & Dell Quiet Keyboard all in good conditon. £20 
Bridport Tel 01308 459812 

DUVET king size slumbalux 10.5 tog hollow fibre machine 
washable good clean condition only used as spare £10 
01305 821657 

LEGO 1970s 650 assorted blocks + windows doors and 
wheels £50 01305 821657 

TWO mahogany display units - one corner £20, the other 
wall unit £30.01308 421003 

FIRECHIEF safe £50 (would make ideal gun cabinet). 01308 
421003 

CAR tyre, India 155x13 brand new £10 01305 785482 
3FT Solid Pine Bed includes 7 inch deep "Rest Assured" 
mattress. VGC £50 o.n.oTel 01308 426448 (West Bay) 

PINE extendable "Farmhouse style" dining/kitchen table 
and 4 chairs. Very good condition. £85 ono. Tel: 01308 
898376 

FOR Sale: Gentlemans Dark Grey suit NEXT suit. Jacket 44" 
Trousers 40"waist £30 01297 489133 


Hi: KIM. k BF.Mllf.HTUI. HOMI 

A vacancy has become available for a 

REGISTERED GENERAL NURSE 

with a keen interest in developing their skills in Care 
of the Elderly/Palliative Care. 

We are working towards accreditation for the 
Gold Standard Framework in End of Life Care. 

We have full time hours or may consider 
part time hours as a job share. 

We offer good rates of pay and a supportive workplace. 

Please telephone in the first instance: 

Susan Blacklock, Director on 
01297 560620 or call in for an application form. 
Axminster Road, Charmouth, Dorset DT6 6BS 
bymead@tiscali.co.uk www.bymeadhouse.com 


Syroond* 
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Staff Vacancy 
Trainee 
Negotiator 

Symonds & Sampson is looking to recruit a 
trainee sales negotiator in our Beaminster 
office to cover maternity leave. This is an 
excellent opportunity to work for our award¬ 
winning branch and learn the basic skills of 
high quality estate agency, working within our 
experienced and very successful sales team. 

The successful applicant must be well 
presented, have excellent communication 
skills and be highly motivated. 

They will also need to be a car driver with a full 
licence. We must stress that this position is to 
cover maternity leave and is for a 
12 month term only. However, should 
performance and the market allow, we will 
endeavour to offer a permanent post at the 
end of the initial period, either at Beaminster or 
another local branch, although this 
cannot be guaranteed. 

If this position interests you, please contact 
Jeremy Smith, Branch Manager on 
01308 863100 or e-mail yourCV to 
jsmith@symondsandsampson.co.uk 



Require the 
following 

BANK CARE STAFF 

To cover Maternity , Holidays 
and Sickness. 

PART TIME COOK 

2 days a week , 5 hours a day willing 
to work alternate weekends 

For more details please contact Marie 
on 01297 442483 or 07858 425541 
email: shire@sentrycare.co.uk 
website: www.sentrycare.co.uk 


Warehouse Operative/Driver 

20+ Hours a week times to be discussed. 
Must be flexible and will involve early 
mornings/afternoons and some Saturdays. 

Role will include picking orders and delivering 
fresh goods. Driving license essential. 

email C.V to cainsfarm@yahoo.co.uk or post 
to Cains Farm Produce, Main Street 
Chideock DT6 6JQ. 


fabrics 


PART TIME 

Fabric & Soft Furnishings Sales Consultant 

Are you an outgoing, friendly person who... 
loves fabric, sewing, design, people and 
working in a team? 

Approx. 2-3 shifts a week (Alternate Saturdays) 

Interested... pop in now with your CV 
& letter saying why you want to work for 

Steve Bane Fabrics 


19 High West Street, Dorchester, Dorset DTI 1 UW 
Tel: 01305 250990 

stevebanefabrics.com 


FLOOR-STANDING A1 draughting board; technical 

draughting equipment; vgc £80. Feel Free Nomad Sport 

kayak, paddle, accessories £320 ono; Yak buoyancy aid £28. 

Tel: 01297 442269/ 07767 310820 

FOR Sale: Gentlemans Dark Grey suit M&S Travel Suit. 

Hardly worn. Jacket 44" Trousers 40" waist. £20 01297 

489133 

POOL Table 3f x 6f and accessories ideal for older 
child/teens - £25 ono phone 01308 458709 
FISH tank 33cm deep x 30 cm high x 60 cm length with ac¬ 
cessories- £45 ono, phone 01308 458709 
MOUNTFIELD SP484 Petrol rotary self propelled mower, 
18" cut, Briggs & Stratton engine, grassbox, fully serviced, 
very good condition. £99 01305 854418 
RECLINER upholstered armchair - free, buyer collects - 
phone 01308 458709 

MOUNTFIELD SP534 Petrol rotary self propelled mower, 
19" cut, Briggs & Stratton engine, grassbox, fully serviced, 
very good condition. £95 01305 854418 
MOTOR Cycle Jacket. XXL Red/Black. Cordura fabric shoul¬ 
der and elbow protection, inner detachable lining , gilet 
style £15. 01308 897750 


PUBLIC NOTICE 


PLEASE NOTE FREE CLASSIFIED LISTINGS OF ITEMS FOR SALE ARE 

accepted by email marie@pemedia.co.uk or post only 


Licensing Act 2003 

Philip John Colfox and Julia Rachel Colfox 
have applied to West Dorset District Council for a 
Premises Licence under Section 17 of the Licensing 
Act 2003 for the Premises known as and situate at 
Symondsbury Kitchen, Manor Yard, Mill Lane, 
Symondsbury, Bridport DT6 6HG 
and propose to carry on the following activities:- 
Sale of Alcohol, and/or 

a performance of live music (or entertainment of a 
similar description); 

Applications are available for public inspection at 
West Dorset District Council or on 
ww w.d o rsetfo ryo u .co m 

Responsible Authorities or any other person may 
make representations in writing on the proposals in 
the application to the Licensing Authority but these 
must be submitted between 8th May 2014 and 4th 
June 2014. 

It is an offence to knowingly or recklessly make a false 
statement in connection with an application and the 
maximum fine for which a person is liable on 
summary conviction for the offence is level 5 of the 
standard scale (£5000, January 2005). 
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Spacious five bedroom 
house offering flexible 
accommodation 

A fabulous five bedrooms, three reception room, three 
bathroom semi detached house with lovely gardens 
and wonderful country views. The property is totally 
unique and offers incredibly flexible accommodation 
including a super first floor annexe with roof terrace. 
The property also benefits from having a garage, car 
port and parking. Viewing advised. 

This property, which benefits from gas central heating 
and Upvc double glazing, as mentioned previously of¬ 
fers incredibly flexible accommodation with three main 
options, the first being a three bedroom semi-detached 
home with a lovely one bedroom annexe, the second 
possibility would be a five bedroom semi-detached 
property and the third option would be a four bedroom 
semi-detached and creating a master bedroom suite 
out of the first floor annexe. The majority of bedrooms 
enjoy lovely country views to the rear and an internal 
inspection of this property is 
absolutely essential to ap¬ 
preciate the high quality ac¬ 
commodation it provides. 

This property is on the mar¬ 
ket for £375,000. For more 
information please call 
Symonds and Sampson on 
01308 863100 


Symonds 

^.Sampson 
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Mrs. Brown collecting her keys! 


JEREMY Smith, Manager 
of Symonds & Sampson 
in Beaminster is seen 
here with a delighted 
Mrs. Brown of Windy 
Ridge collecting her 
keys for her new home 
in Hanover Court, 
Beaminster. 

Mrs. Brown said "I saw 
this lovely apartment in 
Hanover Court through 
Symonds & Sampson 
and therefore asked 
them to sell my prop¬ 
erty in Windy Ridge 
which they did quickly 
and highly efficiently 
and I must say I was ab¬ 
solutely thrilled with the 
service I received". Je- 


Symonds 
&. Sampson 


MtAiiiiMiii 


remy commented "I am 
naturally delighted with 
Mrs. Brown's comments 
as we do aim to provide 
a world class estate 
agency service at 
Symonds & Sampson". 
We have recently sold 
three properties in 
Windy Ridge and four or 
five flats in Hanover 
Court and therefore we 


urgently need to replace 
those properties with 
new homes to sell. 

If you are considering 
selling or are currently 
on the market without 
success, please contact 
myself or my colleagues 
Erica, Kate or Jane on 
01308 863100 and book 
your free valuation. 
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CHARMOUTH £695 PCM 

A TWO BED APARTMENT WITH AMAZING 
SEA AND COASTAL VIEWS! THE SPACIOUS 
PROPERTY CONSISTS OF: LARGE 
LOUNGE/DINER, FITTED KITCHEN WITH 
CERAMIC HOB AND ELECTRIC OVEN,TWO 
DOUBLE BEDROOMS WITH FITTED 
WARDROBES, BATHROOM, GCH. GARAGE. 
EPC RATING: C 


CHARMOUTH £725 PCM 



SPACIOUS MODERN TWO BEDROOM HOUSE IN HEART 
OF CHARMOUTH, EASY WALK TO BEACH AND AMENITIES, 
PROPERTY CONSISTS: LOUNGE, KITCHEN/DINER, 
GARDEN, PARKING, GCH, EPC RATING D, COUNCILTAX D 



LYME REGIS £695 PCM 



DELIGHTFUL & SPACIOUS FIRST FLOOR APARTMENT CLOSE 
TO BEACH, NEWLY FITTED KITCHEN/DINER TO INCLUDE COOKER, HOB AND 
WASHING MACHINE: LARGE LOUNGE WITH ATTRACTIVE BAY 
WINDOW AND TWO DOUBLE BEDROOMS, BOTH WITH EN-SUITE 
FACILITIES. REGRET NO PARKING OR PETS, EPC RATING D 
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Flooring Solutions 
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SOLUTIONS 

Quality workmanship ~ ad jo?a aj&aiJeayiect... 


Natural Stone - Marble - Slate 
Terracotta - Porcelain 
Existing Stone Floors Cleaned & Resealed 


Luxury Vinyl Tiles - Stylish Carpets & Vinyls 


Elegant Hardwoods in Planks, Strips & Blocks 
Wood Floor Restoration & Refinishing 

11 Grove Trading Estate • Dorchester • Dorset • DTI 1ST 


01305 263929 • 07717 175163 
kevin@tfs-dorset.co.uk 
www.tfs-dorset.co.uk 


Searching for your 
perfect property? 

Property View 
is your guide to the 
local property market 

A dedicated property supplement 
in your local VIEW FROM 
newspapers every week, 
and online! 



YOUR WEEKLY GUIDE TO 
THE PROPERTY MARKET 
IN WEST DORSET 
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Bridgman 

& Speak www.bridgman-speak.co.uk 01 308 SSS111 


Simon Speak 


Fabulous and reliable 
service from Bridgman 
and Speak, I received 
regular updates and 
feedback. I thoroughly 
recommend you call 
them, I saved £5,130” 


JfciJ & a> S lc Zooptacau* msn " 



Bridport, Beaminster Lyme Regis, Seaton 
& Dorchester & Axminster 

01308 458911 01297 600097 



Seaton 
£500 pcm 

Avery large 1 
double bedroom 
flat split over two 
floors,large south 
facing communal 
garden, close to 
the town and to 
the sea, parking 
and gch, available 
NOW! 

Broadoak, > 
Nr Bridport 
£450 pcm 

A modernised 
one double bed 
rural annex, newly 
refurbished, 
lounge, newly 
fitted modern 
kitchen/diner, 
new shower 
room, walk in 
shower, parking, 
d/glazing, 
available NOW! 



Seaton 
£725 pcm 

A 3 bed end of 
terrace house, cul- 
de-sac location, 2 
receptions, large 
kitchen, conserva¬ 
tory, 2 doubles 
and one small box 
room, good size 
garden, o/st 
parking, 
d/glazing, 
available NOW! 


Charmouth 
£565 pcm 

A very spacious 
first floor apart¬ 
ment, sought 
after seaside 
town, town centre 
location, 20ft 
lounge with high 
ceilings & log 
burner, modern 
kitchen, bath¬ 
room, available 
June. Internal 
viewings advised! 



Axminster 
£650 pcm 

Modern 3 bed 
semi detached 
house, quiet 
location over¬ 
looking fields, 
close to town, 
modern kitchen/ 
diner, modern 
bathroom, 
garden, gch, 
d/glazed, 2 
parking spaces. 


Charmouth 
£750 pcm 

A modern 
2 double bed 
house, integral 
garage, highest of 
standards, 
modern kitchen/ 
diner, family 
bathroom, 
ensuite shower, 
and pretty walled 
garden. Close to 
beach. , 


Email: info@thelettingfactory.com 


www.thelettingfactory.com 
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Vicary & Co Ltd 

12a South Street • Bridport • Dorset • DT6 3NQ 


TO LET 


West Compton 

A bungalow set in a rural 
location with beautiful 
surrounding views, 
lounge, kitchen/breakfast, 
two bedrooms, bathroom, 
court yard garden 
and parking. 

EPC D (58) 

£675 pern 
FEES MAY APPLY 


TO LET 


Lyme Regis 

Unfurnished Studio, 
Newly refurbished kitchen 
and bathroom, Parking. 

EPC E (41) 

£485.00 pem 
FEES MAY APPLY 


Tel: 01308 459 550 • admin@vicaryandco.com 
www.vicaryandco.com 


TO LET 


Hooke 


A delightful cottage in 
a sought after village, 
comprising, open plan lounge/ 
diner/kitchen, shower room, 
two bedrooms with master 
en-suite, courtyard garden, 
laundry room,parking, heating, 
water and council tax all 
included. 

Available mid May 
£695.00 pem 
FEES MAY APPLY 


Beaminster 


Spacious ground floor flat, 
two double bedrooms, 
kitchen/breakfast room, 
lounge, bathroom, 
garden and parking. 

EPC Commissioned 


£550.00 pem 
FEES MAY APPLY 


Transparent Tenant Fees with Vicary & Co Ltd 

£95.00 Per Adult Referencing • £150.00 Per Couple Referencing • £95.00 Administration • No Check In/Out Fees • No Extension Fees 

For full details of our fees please see our website 


(<$ RICS 


the mark of 
property 
professionalism 
worldwide 



ARIA 



www.championholmes.co.uk 

SEATON 01297 20080 AXMINSTER 01297 598307 




BEER 

£525pcm 1 bed UF 

First floor annexe flat within 
walking distance of the beach. 
White goods. Shower room. 
Electric heating. Allocated Parking 
Space. Shared garden. EPC D 



SEATON 

£625pcm 2 bed UF 
Large spacious flat with sea view. 
White goods. Shower facility. 
Double bedrooms. Box room / 
Study. Electric heating. Allocated 
Parking Space EPC E 



ZOOpldco.uk 


FEES APPLY - Please Visit our web site. 
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GORDON& 

Rumsby 


We Value \bur Home 

01297 553768 
01460 30888 


Visit our office at Market Place, Colyton, Devon j u ^ e Gordon 




Very Spacious & Attractive 3 Bed Semi-Detached Home in a Thriving Village. Lounge with Woodburning Stove, Re- 
Fitted Kitchen/Dining Room, Bathroom, W.C. & Utility Room. Enclosed Rear Garden, Garage & Driveway with Parking 
for Several Vehicles. Potential for En Suite. EPC Rating D 


SMALLRIDGE £330,000 


Well Presented Det. Modern Home in a Small Cul-de-Sac on the Edge of the Town. 3 Bedrooms, En Suite Shower 
Room, Family Bathroom, Lounge, Kitchen, Separate Dining Room/Study & Conservatory. Lovely West Facing Enclosed 
Rear Garden, Detached Garage & Parking. EPC Rating D 


COLYTON OFFERS OVER £175,000 




Beautifully Presented Detached Bungalow Situated on the Edge of The Blackdown Hills. Two Double Bedrooms, 
Lounge with Woodburning Stove, Kitchen/Dining Room, Rear Lobby with Pantry, Garage and Generous Gardens. 
Solar Generated Electricity. EPC Rating D 


OFFERS OVER £175,000 FOR A QUICK COMPLETION! 3 Bedroom Character Property Close to the Centre of Town. 
3 Receptions, First Floor Bathroom, Ground Floor Shower Room & Enclosed Rear Garden. A Cosy Home, Ideal Holiday 
Cottage or Investment Buy. EPC Rating D 



UPLYME, LYME REGIS £465,000 


Attractive Det. 3 Bed House with High Ceilings & Period Features, 

2 Bathrooms, Conservatory, Garden, Parking & Det. Double | 
Garage with Potential for Annexe. EPC Rating E 


COLYTON £5,000 P.A. 


1920's 4 Bed Det. Home in Prime Location with Lovely Sea 
I & Coastal Views Towards Golden Cap. Self Contained 1 Bed 
Annexe, Garden & Parking for One Car. EPC Rating D 



ROUSDON £268,000 



THORNCOMBE £329,950 


Det. Architect Designed House. 4/5 Beds, 1 En Suite, 
Study/Bed5, Den/Hobby Room, Integral Garage, Parking, 
Large Garden & Valley Views. EPC Rating D 


AXMINSTER £169,950 





Delightful 2 Bed Cottage with Large Garden & Woodland. Ground 
Floor Bed & Bath, Open Plan Living/Kitchen/Dining with Curved 
I Stair Case to Mezzanine Bedroom. EPC Rating E 


BRIDPORT £178,000 


Shop/Office Premises in the Pretty Market Square. 
I Split Level Premises with Potential Studio 
Accommodation at Back. 


| Very Attractive 3 Bed Semi-Det. Cottage Style House with 
Fabulous Countryside Views. En Suite, Conservatory, 
I Garage, Parking & Pretty Garden. EPC Rating D 


Well Presented 2 Bed Semi-Det. Bungalow in a Quiet 
Cul-de-Sac. Refitted Kitchen & Bathroom, Conservatory, 
Garden, Garage & Driveway Parking. EPC Rating D 



Very Pretty Grade II Listed Cottage, Half a Mile from the Town 
Centre. 2 Beds, Woodburning Stove, Attractive Kitchen/Diner, 
Good Size Rear Garden. EPC Rating D 


www. gordonandrumsby. co.uk 
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ESTABLISHED 1858 



Beaminster Guide £350,000 

Spacious detached house in a cul-de-sac a short walk from the town Square. 2 
reception rooms, kitchen/breakfast room, 4 bedrooms, 2 bathrooms. Good size 
private rear garden. Garage and parking. EPC TBC 

Web Ref: BEA140202 Beaminster 01308 863100 



Dorset • Somerset 
Oevon • Wiltshire 
Hampshire • London 



RICS 



Beaminster Guide £249,950 

Individual detached bungalow in sought-after town centre location. Sitting room, 
kitchen, 2 bedrooms, 2 bathrooms. Off street parking. EPC band F. 


Web Ref: BEA120168 Beaminster 01308 863100 



Broadwindsor Guide £229,500 

Detached bungalow in popular cul-de-sac. Sitting room, kitchen, conservatory, 3 
bedrooms, bathroom. Garage, parking, gardens. EPC F. 


Web Ref: BEA130277 Beaminster 01308 863100 


Crewkerne Guide £249,950 

Stunning detached house in a cul-de-sac position. 2 reception rooms, kitchen, 4 
bedrooms, 2 bathrooms. Private gardens, garage and parking. EPC C. 

Web Ref: BEA140162 Beaminster 01308 863100 
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Beaminster 



Guide £350,000 

A fine and much extended cottage a short walk from the town Square. 2 reception 
rooms, kitchen/dining room, 2 bedrooms, bathroom, 2 attic rooms. Gardens, 
garage, parking. EPC C. 

Web Ref: BEA140041 


Beaminster 01308 863100 



Nr. Winsham Guide £325,000 

Semi-detached cottage in rural position. Sitting room, kitchen/diner, 3 bedrooms, 
bathroom. Carport, parking and good size gardens with country views. EPC D. 

Web Ref: BEA140004 Beaminster 01308 863100 



Corscombe Guide £289,950 

Charming detached former police house in sought after village. 2 reception room, 
kitchen, 3 bedrooms, bathroom. Garden. Off street parking. EPC D. 


Web Ref: BEA130232 Beaminster 01308 863100 



Beaminster Guide £475,000 



Drimpton Guide £289,950 


A fine detached individually designed bungalow in a stunning setting on the edge 
of the town. 2 receptions, kitchen/breakfast, utility, 3 bedrooms, en-suite shower 
and family bathroom. Double garage. Gardens approaching half acre (0.198ha). 


Modernised, detached four bedroom property in a small cul-de-sac. 2 reception 
rooms, kitchen, 4 bedrooms, 2 bathrooms. Pleasant, private gardens to front and 
rear. Parking, garage. EPC D. 


Web Ref: BEA120092 


Beaminster 01308 863100 Web Ref: BEA140043 


Beaminster 01308 863100 



Beaminster Guide £275,000 

Grade II listed town house in the heart of Beaminster. 2 reception rooms, kitchen, 
3 bedrooms, 2 bathrooms. Courtyard garden. Garage. 



Wayford Guide £249,000 


Beautifully presented cottage in idyllic location. Sitting room, kitchen, sun lounge, 
snug, 2 bedrooms, bath/shower room. Good size gardens with country views. 
EPC E. 


Web Ref: BEA140019 


Beaminster 01308 863100 


Web Ref: BEA140022 


Beaminster 01308 863100 



Attractive modern character cottage overlooking open countryside to the front. 3 
receptions, kitchen/breakfast room, Master bedroom with en-suite shower, two 
further bedrooms, bathroom. Gardens to front and rear. Garage. EPC D. 


Detached bungalow in cul-de-sac position. Sitting room, kitchen, 2 bedrooms, 
bathroom. Good size private garden. Garage. EPC D. 


Web Ref: BEA130273 


Beaminster 01308 863100 


Web Ref: BEA130157 


Beaminster 01308 863100 



Beaminster Guide £234,950 


We have agreed a sale on this property and now urgently require other well 
presented modern bungalows in Beaminster to sell to waiting buyers. 

Can you help? 

Web Ref: BEA140064 Beaminster 01308 863100 

symondsandsampson.co.uk 



Detached house a short walk to the Square. 4 reception rooms, kitchen, 
4 bedrooms, 2 bathrooms. Private, walled gardens, double garage, extensive 
parking. No onward chain. EPC C. 


End of terrace house in cul-de-sac position with good size garden. Sitting room, 
conservatory, kitchen, double bedroom, bathroom. Two parking spaces. EPC D. 


We have agreed a sale on this property and now urgently require other modern 
properties in Beaminster to sell in The Beeches, Windy Ridge and St. James. 
Please contact us if you are considering selling. 


Web Ref: BEA130222 


Beaminster 01308 863100 


Web Ref: BEA130275 


Beaminster 01308 863100 


Web Ref: BEA140067 


Beaminster 01308 863100 
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Bridport £1,300 pcm 

An immaculately presented modern detached property situated in a sought after residential area close to the town centre. The property has 
been extended and renovated and is presented to a high standard throughout. The accommodation is spacious and well proportioned 
and would make an ideal family home. Accommodation includes two reception rooms, large kitchen/breakfast room, four bedrooms and 
three bathrooms (master with en-suite). Outside there is a large enclosed garden, single garage and ample off road parking. An internal 
viewing of the property is highly recommended so the size and quality of the property can be appreciated. EPC Band C. Available early 
August. Pets considered. 

Web Ref: BRI140109 Bridport 01308 459565 


Symonds 

JkSampson 


ESTABLISHED 1 8S8 

Dorset • Somerset 
Devon • Wiltshire 
Hampshire • London 


Fees: when you rent a property 
through us we will charge each tenant 
a one off £125 admin fee. 

Other fees may apply. 

See our website or contact the office 
for further details. 



£695 pcm Axminster 


A semi detached two bedroom cottage with useful attic conversion and 
landscaped garden, situated in a popular village location. Off road parking. Pets 
and children considered. EPC Band E. Available mid May. 


A modern three bedroom town house situated in the town centre. The accommo¬ 
dation is arranged over three floors and includes a master bedroom with en-suite. 
Rear garden. Pets and children considered. EPC Band B. Available mid May. 


Web Ref: ACC110075 


Axminster 01297 32879 Web Ref: AXM110206 


Axminster 01297 32879 


Tytherleigh £850 pcm 

A spacious three bedroom detached house, recently refurbished, with two 
reception rooms, off road parking, car port and large garden. Far reaching views 
can be enjoyed from the property. Well maintained gardens with storage sheds. 
Pets and children considered. EPC Band E. Available immediately. 

Web Ref: AXM130062 Axminster 01297 32879 


A detached three bedroom bungalow situated in an elevated position with stunning 
views across Beer towards the sea. Benefiting from off road parking, conservatory 
and open fire. Pets and children considered. EPC Band C. Available early July. 


Web Ref: AXM140148 


Axminster 01297 32879 



£475 pcm Bridport 


£800 pcm West Milton 


A one bedroom Grade II Listed terraced house with accommodation laid out over 
three floors, located in the town centre. The property benefits from a communal 
courtyard garden and views towards Colmers Hill. Available immediately. 


Spacious three bedroom semi-detached period property with character features, 
garden and off road parking, situated in the heart of Bridport. Gas central heating. 
Pet considered. EPC Band F. Available late June. 



4V 


U li; Hi 
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£925 pcm Waytown 


A spacious four bedroom farmhouse with garden and parking, set in the 
sought after village of West Milton. Children and a cat considered. No dogs. 
EPC Band F. Available late May. 


A spacious three double bedroom barn conversion presented to a high 
specification, situated in an exclusive development. Enclosed rear garden, garage 
and car port. EPC Band C. No dogs. Available early June. 


Web Ref: ACC130017 


Bridport 01308 459565 Web Ref: ACC080466 


Bridport 01308 459565 Web Ref: ACC080308 


8 459565 Web Ref: ACC120087 



Maiden Newton £595 pcm 

A two bedroom first floor flat in good decorative order with recently fitted kitchen 
and bathroom. One parking space. Electric central heating. EPC Band D. 
Available early June. 

Web Ref: DOR130217 Dorchester 01305 261008 



Piddletrenthide £775 pcm 


A three bedroom detached farm cottage with large garden and garage in a rural 
location. Pets considered. EPC Band E. Available immediately. 

Web Ref: ACC120107 Dorchester 01305 261008 



Weymouth £1,500 pcm 

A beautifully presented detached three bedroom coach house in a private 
location close to the coastal town of Weymouth. Parking. Oil central heating. 
EPC Band E. Available immediately. 

Web Ref: DOR140062 Dorchester 01305 261008 



Martinstown £3,500 pcm 

A Georgian country house with character features and substantial flexible accom¬ 
modation arranged over three floors. Nine reception rooms, five bedrooms and 
four bathrooms. Mature gardens, swimming pool and large detached garage. 
Paddock by separate negotiation. EPC Band E. Available July/August. 

Web Ref: DOR140216 Dorchester 01305 261008 



symondsandsampson.co.uk 
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view from local services 


ViewServices 


TO PLACE YOUR call 01297 446151 
LOCAL SERVICES ADVERTISING email steph@pemedia.co.uk 


MISCELLANEOUS 


Upholstery 


Sew n Sews 

Curtains and Soft 
Furnishings 
~ Denise Howells ~ 
Curtains, Valances, pelmets. 
Tie Backs, Roman Blinds 
and Cushion Covers 

Call 07752233708 
or 01308 425696 


^weBridport Upholster* r , 

< V^ Unit 3 St. Michaels Trading Estate, ^ O* 
Bridport, Dorset DT6 3RR 

• Antique and Modern Furniture 
Re-upholstered 

• Feather, Fibre & Foam Cushions to order 
• Loose cover service 
—» • Large selection of 

leather / fabric 
• Free estimates 
^ • Fully insured 

Telephone / Fax 01308 422242 
www.bridportupholstery.co .uk 


Graphic Design 


IkMomry 
logo DMgi 

W«kftn* 


* s I_I a nd mofi,. 

50% OFF FOR CHARITIES 

Ftease cal Mario tor desigraig and prlnArq 
no ablgation quotation on 012 ?7 22732. 
07144 12*06? or mlcd*»ign4?ovitk>ok com 


Mark Taylor 



Tel: 077S9140395 r mtttesignatfftvexoiA 
Suenns Stittonery ■ Logo 4 BonJ ttkmty Dwstfln 


hr 
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CHARITY No - 248616 

RSPCA TAYLORS REHOMING CENTRE 
KINGSTON MAURWARD, DORCHESTER 

WE HAVE MANY RESCUE ANIMALS LOOKING FOR 
A SECOND CHANCE IN LIFE FROM CATS, RABBITS & RATS 
TO DUCKS & EX BATTERY HENS 

Open 11.30am - 4.00pm everyday except Tuesday 
RING 01305 259672 or visit www.westdorsetrspca.org 


•HAPPY PAWS** 

DOG WALKING/SITTING 
Please ring Sarah on 
Home 01297 553473 
Mobile 07864 568872 
Email sarahcornick@live.com 
Fully insured and CRB checked 


PERSONAL 


Therapeutic SOUL-utions 


* • 


Intuitive Healing 



INTUITIVE HEALING 

A non contact alternative approach to orthodox treatments 
which helps promote energy balance and pain relief. 

AU ENQUIRIES WELCOME - David Wallace - 07909 481706 

therapeuticsoulutions@gmail.com 


Intuitive Healing is the diagnosing and mending of our physical, emotional and sexual wellbeing from within. 
An intuitive Healer will carry out this work by directing energy to the required place of discomfort allowing the 
patient's own self healing powers to do the actual healing. Information about the root cause of the discomfort 
can also be channelled giving the patient an insight as to how best to self treat their individual problems. 


[Susan Gal& 

V 

C nnfidriltuil H> |)Botbeni|»> *+* 

01305 2671169 - bdiain.co.iitl 

✓ Mulct*, SmaAlac. Mm», Mclcht. 

. 
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A-yt you IKfAM? 

For treatments ranging from back pain, sciatica, 
neck pain, sprains, and sports 
or work related injuries etc. 

Please call your Local Chartered 

PHYSIOTHERAPIST 

Anita Tattershall BSc. M.C.S.P. 

Accredited by all major health insurers. 

Available privately for assessment, 
treatment and specialised advice. 

Tel: 01308 89 82 82 / 07940 116116 


Computers 


r " FRIENDLY, LOCAL " ™l 
COMPUTER SERVICE. 

Bridport, Beaminster and surrounding areas I 

• Hardware installation 

• Software installation 

• Sales & Repairs & upgrades 
• E-mail help • Broadband help ■ 
• Networks (Home & small business) 
•Virus removal and data transfer 

LA COMPUTER SERVICES . 

(W) 01308 800271 (M) 07817648478 - 


Clock Repairs and Restoration 


...local services 


Clock and Watch - Sales & Repairs 



CLOX ON TIME 

BUYERS AND SELLER'S OF 
ANTIQUE CLOCKS 

Repairs & restoration 
work undertaken 
(free estimates) 

Don't lose out on house 
clearance call us first for 
clock estimates 

69 Monmouth Road, 
Dorchester, DTI 2DE 
01305 250442 
Mobile 07831 548165 
Email: cloxinfo@aol.com 
www.cloxontime.co.uk 


Antique and Collectables 



HONITON 
CLOCK CLINIC 

Clock & Barometer Restorers 
Established 

< For Over two Decades 

16 New Street, 

IT* Honiton, Devon EX14 1EY 

For a Free Consultation or Just Some Friendly Free Advice, 

Telephone: 01404 47466 



Antiques & . 
Collectables i 

UNIT 10, 

St Michaels Trading Estate 
Bridport 

Tel: 01308 422335 





Hypnotherapy 

1 1 

Physiotherapy 

IP' >-7---- 

1 1 



Your free local independent weekly 
newspapers, distributing 24,500 
copies each week over West Dorset 



Cost effective advertising for local businesses 
with a free design service* 

For editorial call For advertising call For distribution call 

01297 446057 01297 446146 01297 446057 

www.viewfromonline.co.uk 

facebook.com/viewfromonline @view_online 

Independent paper since 2004 

*Subject to acceptance of conditions of advertising 
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STORAGE, REMOVALS, HAULAGE AND CLEARANCE 


MAN AND VAN 

Rubbish and House Clearances 

THERE IS NOTHING 
WE DO NOT TAKE! 

Licenced to take Rubbish and Asbestos 
Best prices for lead, copper and brass 

CHEAPEST IN TOWN! 

Please Phone: 07770750121 

We also take MOT failures and give best prices 


LYME BAY STORAGE 

F on i wy Part. Harapaih Roe* Sorta* EX11 2WM 

Self Storage 

All units Inside secure building 

from £12 per week 

Available Short & Long Term 
Access seven days a weeV 

Telephone 01297 22007 


CLEANING SERVICES 


ALL SECURE STORAGE 
Tel: 01305 824000 


w w w.allsecurestor age .co .uk 


* Storage (Domestic & Business) 

* Boat, Caravan & Motor home Parking 
► Workshops & Offices 

* Affordable & Secure 



© 


Compass Point Estates LLP 
SOUTHWELL PARK, PORTLAND 


TARGET Y0UR, 
MARKET, 



Advertise 
here! 

Call 
01297 4% 615,1 



Hunthay Storage 

of Axminster 
Secure Self Storage. 

Suit business or domestic use. 

Easy, long day + weekend access. 
Owner lives on site. Close to A35. 

Caravan + Boat Storage 

Phone: 01297 33839 or 07779 550771 

www.hunthay.co.uk 
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...local services 


M Frampton&Son 

‘Removals & Light 'Haulage 

Tel: 01308 427130 
Mob: 07785 987627 

Email: framptonremovals@hotmail.co.uk 

We also transport to 
THE AUCTION HOUSE 
OF BRIDP0RT 

Including Fine Arts & Antiques 

Wo (Distance Too Long 
Or Too Short 


...local services 



L 

You name it 
we'll clean it 


yrne Bay Cleaning Co 

Domestic and Commercial^N^r Build 
Carpet Cleaning Village Halls 

Car Valeting Skittle alley's 

End/Beginning of lease Function rooms 

Early morning and late night cleans 
Call us today! 

01297 444611 - 07800 965252 


CHIMNEY SWEEP SERVICES LTD 

GLYN YORKE 


Brush and Vacuum Sweep 
Fully Insured 

Specialist in Multifuel Stoves 
Chimney Linings Service 

Bird Guards, Chimney Cowls and Stoves fitted 


ni«r 



01297 
678549 

A CLEAN CHIMNEY IS A SAFE CHIMNEY 


Carpet & Upholstery Cleaning 


First Class Service - First Class Results 

• Free Survey with no 
obligation 

• Safe cleaning of both wool 
& synthetic carpets 

• Upholstery 

• Leather 

• Oriental carpets a specialty 

• Turbo drying of carpets & 
upholstery 

Tel: 01297 561505 or 07970 060449 


• Safe insect/moth/fleas pro¬ 
tection/extermination 

• Fire proofing of carpets 

• Stain-guarding of carpets & 
upholstery 

• Covering W. Dorset, E. 
Devon & S. Somerset 

• All work properly insured 

• Full member of the NCCA 


The Chimney A-\ 
Keepers ,) 

* Puim iMnrpny * liuuJLctuiii ul iitim 

♦ Crush liri(4 ♦ t VrTlft# J 

• HI 1 AS ifpttfred • Sihty b«mJ 

gfe Tel: 01305 330006 
: 99 01308 867486 O 

•TT > Mobile: 07919 915474 

www.liudunuK)rktt|i<n.(«.iik 
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Sooty The Sweep 

All of Dorset for 30 Years 


Partmton* MACS & HE I AS 
Brumh 9 $hmd 

Sim Striking 
Bed Guard* ■ Cow* 
f res* Iramncs Cnfllhcata* 


01929 554700 

www nootyUwa esep.cum 


■ © a 



Don t just 


your competitors 


...strike up new business by advertising 
in our series of newspapers 
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GARDEN AND LANDSCAPES 


Landscaper and Bricklayer 



Landscaping and groundworks 

■ 

Grass Cutting 



...local services 


Building Aggregates and Stone 



LOOM BRICRLRUER 
B LRIWSCRPER 

Specialising in Garden Walls, 
Steps, patios & paths 

fllso Garage & extension 
Building Undertaken 

For a Free, No Obligation 
Quotation Call Terry on: 
01308 421762/07852 
463610 


IK .1. liAGGS 


GROUNDWORK'S AND DIGGER HIRE 

180° - 360° Excavators • Groundworks up to DPC 
Site clearance • Drainage • Roads & Drives 
Landscaping • Ponds 

Purpose built stables & sheds 

For free estimates .f 

call 01308 488692 '* lm4 

V 


or mobile 07786 233807 


r^lfASS ROOTS 

tGRASS'A N D' HED<5 e* C UTTING 


Estimate 


J C PHILLIPS & SON LTD 

Established 1901 

162a South Street, Bridport, Dorset DT6 3NP 
■ Building Aggregates, blocks and stone 
•Aquarium gravels and rocks • Water filtration gravels 

• Horticulture aggregates and cobbles 

• Pebble dashing and decorative aggregates 

• Caledonian cobbles and boulders 

• Decorative paving and garden features 
including Bradstone and Bretts stone products 

• Top soil • Purbeck Stone 

David and Rachael Weston 
Tel: (01308) 422179 Fax: (01308) 421956 

Any quantities available, large or small 
Crane lorry available for delivery of materials in 1 tonne bags 

OPEN TO RETAIL AND TRADE 
www.jcphillipsandsonltd.co.uk 


- 
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Tree Care 






i 




XBOVt; 

BELOW 


Tree Services, 
Tree Surgeon 
& Stump 
Removal 
Specialist 
For all aspects of Tree Surgery 
and Felling Hedgecutting 
Tree Stump Grinding / Removal 

Fully Qualified and Insured 

David Prickett 

The Travellers Rest, Bridport 
01308 459503 Mb: 07770 596770 
Email: david.prickett@btconnect.com E 



MATT ATKINSON TREE SURGEON 

All lm<ko and tree woti undertaken 
• Friendly 

f* K * I * ♦ 

* •Ratable 

J ^ 'i * 

• Fully Insured 
* • NPTC Qualified 

< tel 01308 868503 
/ mb 07960 060025 



FULLY QUALIFIED & INSURED 
30 YEARS EXPERIENCE 

Western Tree Services Ltd. 
Total Tree Care 




Specialising in Tree Surgery, 
Felling, Pruning, Hedging 

Self propelled 6” chipper. 

Chip trees and branches in parts of your garden 
wheeled chippers cannot reach. 

Logs & Chips. 

Japanese knot weed control. 

ALL ASPECTS OF DOMESTIC TREE WORK UNDERTAKEN 

Contact: Mr K Williams on 07970 238406 


Al 

Tree & Carden Care 


Also rubbish clearances 24 hour 

Conifer Trees - FruitTrees | All Garden Work | Pruning | Tree Felling 
Trimming | Hedges Cut &Trimmed | Grass Cutting 
and Strimming 



Telephone: 01308 538332 
Call Mo: 07766129783 
Call Andy: 07506 902402 



Nurseries 

1 1 

Sheds and fencing 





A e t « -t A 

T POTWELL NURSERIES 

AND POTWELL LAKE 

On B3164 Broadwindsor to Mosterton Road 

Basket and tub plants.from £1.50 

Veg and bedding trays.from £2.20 

Cucumber plants all female.£1.60 each 

17 varieties of tomato plants.£1.20 each 

Sweet pea pots.£1.60 

Large selection of herbs and perennials 
Montana clematis and honeysuckle 
Hanging baskets ready made 
or your own filled from £8.75 
Camelot multi purpose compose..£4.40 giant bag 

Full size grow bags.£1.95 each 

Horse manure soil improver.£2.75 40ltr bag 

Spent mushroom compost.£2.00 bag 

Top soil.£2.00 bag 

Seasoned logs.£2.10 bag 

Free range eggs.£2.20 doz 

Course fishing open daily 7.30 to dusk 
or by arrangement 
£6.00 per day £4.00 under 12s 

open 7 tel 01308 868718 

days a week mob 07919 091508 
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Ashley Cooper 

Turf & Transport 



Suppliers of EcoTurf™. 

A high quality turf, suitable for most applications. 
Topsoil, Compost, Bark Mulches & Other Garden Materials. 
Supply only, or supplied and installed. 

Domestic and Commercial enquiries welcome. 

Very competitive prices. 

No project too large or too small. 

FREE Quotations. 


Free Ettimjtes | No obligation 


Lawn Care 


fi Mary. Maty. qutl? 

contrary, how does 

1015 

s grow?Jt 


BORNE 

TURF 


Phone/Fax: 01308 421535 

L E-mail: info@ashleycooperturf.com Web: www.ashleycooperturf.com j 



Garden Design 


• Fencing 

• Sheds & Bespoke 1 

•Giles 

Timber Buildings 

• Decking 

• Paths & Patios 

• Turfing 

and much more 1 



For n prolcanion.it and rtkablc service 

pira» cai 01308 423935 


07866395858 

tor iuur free quote or 
email ImMencuigCtitintemet com 



y) 1035 660388 sfryto» .HLrt co ^ 


Plant hire and sales 


EVANS 

PLANT HIRE 

. A 


Plant & Tool Hire / Sale / Telehandlers 


COVERING WEYMOUTH AND PORTLAND 


Access Platforms 
Excavators 3/4 ton - 14 ton 
Dumpers • Compactors 
Large Range of Power Tools 
Gardening & Building Eqpt. 


| BRIDPORT 01308 422446 

Unit 3, Westway Business Park Dottery 
Bridport DT6 5HR 

www.evans-plant-hire.co.uk 


Your free local independent weekly 
newspapers, distributing 24,500 copies 
each week over West Dorset 

f Dorche* 



Local news for Bridport, Beaminster, Lyme Regis, 
Dorchester, Weymouth and Portland 

Cost effective advertising for local businesses 
with a free design service* 

For editorial call For advertising call For distribution call 

01297 446057 01297 446146 01297 446057 

www.viewfromonline.co.uk 

facebook.com/viewfromonline @view_online 

Independent paper since 2004 

*Subject to acceptance of conditions of advertising 
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BUILDING AND HOME IMPROVEMENTS 
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...local services 


SUGAR 

CONSTRUCTION LTD. 



EXTENSIONS 
RENOVATIONS 
NEW BUILD 


LOFT CONVERSIONS 
ROOFING & FLAT ROOFING 
DIGGER & DRIVER HIRE 


FROM PLANNING TO COMPLETION - DOMESTIC & COMMERCIAL 


01297 442366 
07980 816279 


CONTACT US ON: 

sugarconstruction@sky.com 

www.sugarconstruction.co.uk 


BROAD 


BUILDING 

CONTRACTORS 

ALL TYPES OF BUILDING 
WORK UNDERTAKEN 

TELEPHONE KEVIN HYETT: 

01308 868107/ 
07714995836 


• Extensions • Renovations 

• Brickwork • Blockwork 

• Rendering • Plastering • Carpentry 

• Painting & Decorating 

• Ceramic Wall & Floor Tiling 

KITCHENS & BATHROOMS 
SUPPLIED AND FITTED 


Windows 



Pool maintenance 


Swimming pools 
Hot tubs and spas 
Saunas and Steam rooms 
Chemicals, accessories & equipment 

For all your service, maintenance, repairs 
anU supplies. 

Call Kelley Email 

07720 037707 poolandspakelley@gmail.com 


Roofing 


tH E ORIGINAL 


Weatherbury 

Roofing 


FAMILY RUN COMPANY 
ROOFING SINCE 1962 

Slate - Shingles - Tile - Stone 
Fascias - Soffits - Guttering 
Leadwork Specialists 
Velux fitting - Chimneys 
Call with confidence for free estimate 


01305 213333 
07909 441084 

mail@weatherburyroofing.com 


GJU3 


U BLACKWELL 


Leaking flat roof? 

Get a roof that is guaranteed to last! 

New Roofs/Re-Roofs 

GRP Fibreglass/Single Ply Flat Roofing 

Leadwork, Slating & Tiling 

Gutter Lining 

UPVC Fascia & Guttering 


No Job Too Small Fully Insured Free Estimates 

07983 455652 01308 421947 


Mob. 

m * 


i* www.cwbroofing.co.uk 




Local run family 
business 

FULLY INSURED 

ALL GENERAL BUILDING 
DOMESTIC AND COMMERCIAL 

No job too big or too small 

★ EXTENSIONS ★ CONSERVATORIES 

★ RENOVATIONS ★ ALTERATIONS 

★ LOFT CONVERSIONS ★ DRIVES 

★ PATIOS ★ DECKING ★ FENCING 

★ ROOFING ★ DECORATING 

★ KITCHENS ★ BATHROOMS 

★ BRICKWORK ★ PLUMBING 

Ring us for a no obligation free quotation on: 

Office: 01308 427428 
Mobile: 07956 205733 / 07904 245877 

Email: pjs.builders@sky.com 



Carpentry 



CARPENTRY & JOINERY 

City & Guilds - 20yrs Experience - Fully Insured 

All types of work undertaken 
Call Leslie Heath for a free quote or 
friendly advice 

Tel: 01308 425264 Mob: 07752 347705 

Heath Joinery Limited: 

60 West Allington Bridport DT6 5BS 


DAMON DAVIDSON 

Carpentry and Building Services 

30 YEARS EXPERIENCE, FULLY INSURED 

Quality fitted kitchens and bedrooms. 

Loft conversions. UPVC. Hardwood. 
Windows, Doors. Conservatories. Fascia 
soffit guttering. Property renovation 
and General maintenance. 

For a quote or advice telephone 
01305 814590 / 07930 192757 



se! * « 


ADVERTISE 
HERE 

IN LOCAL SERVICES ? 




POUNDBURY 

building 

MAINTENANCE 


Over 15 years Experience 


Quality you can trust 



General Building Maintenance 
Carpentry • Brick Work • Stone Work 
Pitched Roofing, Flat Roofing Specialists 
(Fibre Glass and Felt) • Garden Landscape 


CONTACT US FOR A FREE QUOTATION ON 

07979 808592 / 07919 000367 


Allington Building Limited 

All building work undertaken 
Newbuilds, Extensions, 
Alterations, Renovations, 
Patios, Garden walls, Driveways 
and much more 
Over 30 years experience 
Quality is our standard 
For a free quote and enquiries call Nick 
Tel. 01308 424 409 or 07813245339 


Architectural services 



Paul Dollery 

Planning Application & Drawing Service 
All aspects of Planning and Planning Drawings 
including The New Neighbour Consultation's 
and Building Regulation Applications 

Tel: 01305 753538 
Mob: 07787560133 
pauldollery@hotmail.com 


J LARCOMBE 

Architectural 

M 07824 861909 
W www.jimlarcombe.co.uk 
E info@jimlarcombe.co.uk 

JLAC ■ 

• Surveys • Scheme Designs 
• Building Regulations • Tendering 
• Project Management 

Free initial consultation 


ROSKELL ^ 

Architectural & 
Building Consultant 

• Free estimates • Free consultations 

Domestic, Residential, Retail & 
Commercial works undertaken 

www.robbieroskell.co.uk 

Unit 3, White Hart Yard T: 01308 861095 

Hogshill Street, F: 01308 861094 

Beaminster M: 07970 421769 

Dorset DT8 3AE E: robbie@robbieroskell.co.uk 
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BUILDING AND HOME IMPROVEMENTS 


Flooring 


STEVE HANSFORD FLOORING 


Looking for quality flooring? Looking for a personal friendly service? 
Looking for competitive prices? 

CALL STEVE HANSFORD! 

HAPPY TO SUPPLY AND FIT or SUPPLY ONLY 
Give Steve a call to discuss your requirements 
and arrange a NO OBLIGATION ESTIMATE 

LARGE SELECTION of carpets, vinyls, laminates, quality 
underlays, karndean design tiles, contract carpet & vinyl, 
vinyl tiles, kahrs wood flooring, woodpecker affordable flooring 


Bridport 01308 423147 • stevehansford186hotmail.com 
Fitting floors In West Dorset since 1975 

Please chock 
my website 
www.stevehansford 
f1ooring.co.uk 
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Loft Conversions 


DEVON & DORSET 
LOFT CONVERSIONS 



Internal and 
External 
• Alterations 


For a quote or advice please call 
01297 443061 07785 500603 

or visit our website www.loftconversions-lymeregis.co.uk 
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...local services 

Painter and Decorator 


SOUTH WEST PAINTING 
& DECORATING SERVICE 

£100 per room 

(£50 for box rooms) including gloss work 

Free quote - OAP Discount available 

on paint and materials - you pay for paint and materials 

Also Commercial & Exterior painting 

No hidden extras, Fully insured, very honest and reliable 

01297 444213 or 07938 770272 

Covering Dorset, Devon and Somerset 



David Thomas 

Quality Decoration Service 

For all your painting , 
decorating and property 
maintenance requirements 

Established over 25 years 
Fully Insured 

Tidy/Reliable/Prompt Service 
01297 560968 07778 039404 


Locksmith 



Kitchen & Bathrooms 



We are an independent family run business, specialising 
in installing kitchens and bathrooms. We have undertaken 
projects all over the South West. Please visit the website 
for more information on all our work. 

As well as complete kitchen and bathroom installations, we 
undertake all building works including house alterations, 
extensions and loft conversions. We have over 35 years 
experience so you are guaranteed a professional and high 
standard of work. Let me make your dream room or home 
a reality. Please call to discuss your ideas. 

• SPECIALISTS IN WET ROOMS 

• KITCHEN AND BATHROOMS 

• LOFT CONVERSIONS / 
RENOVATIONS 


01308 425696 07967 396126 

mark@mhowells.freeserve.co.uk 

The Dairy House, Watton, Bridport, Dorset DT6 5JZ 



PLUMBING, HEATING AND ELECTRICAL II AERIALS 
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01308 479233 dbhdrahotmaiLco.uk 


TELEVISION REPAIR 

Your Local TV 
Repair Service 
LYME BAY 
TELEVISION SERVICE 

Repairs and Service to 
TV, DVD, VCR & AUDIO 

Telephone: 01297 445561 
Mobile: 07815730626 
Email: angus.wheller@gmail.com 
Web: www.lymebaytvrepairs.co.uk 



JOEL TURNER 

PLUMBING AND HEATING ENGINEER 

Joel has now ceased 
trading, we’d like 
to thank all our 
customers for their 
support over the years. 
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AERIALS & CABLE 

TV & Radio Aerials 

Installations & Repairs 
Satellite Installation 
UHF&VHF 

Digi Upgrades & Boxes * 
Multi Point Installation 

Established 42 years 

Tel:01297 443928 
Mobile 

07814 481833 
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Toyota Hybrids: It's a Love Thing 


TOYOTA hybrids have come a long way since 
2000 when the technology debuted in the UK 
in a single model, a quirky little four-door sa¬ 
loon.Today hybrids are part of the mainstream 
and no manufacturer offers more choice than 
Toyota, with six different models in its line-up. 

Toyota has launched a new media campaign 
that demonstrates how hybrid power is not just 
about fuel and emissions efficiency, but also a 
smoother and more enjoyable driving experi¬ 
ence. Under the banner Fall in Love with Driving 
Again, it emphasises the relaxing quality of a hy¬ 
brid powertrain. 

It isn't just an advertising pitch: to prove its 
point, Toyota put its theory to the test, filming 
30 drivers over 120 hours as they negotiated 
some of Europe's busiest roads, first in a non-hy¬ 
brid, then in a Toyota hybrid vehicle. 

The experiment, monitored by Professor 
Jonathan Freeman, Managing Director of i2 
media research in the Department of Psychol¬ 
ogy at Goldsmiths University London, produced 
an overwhelmingly positive response, with 80 
per cent of those taking part reporting that they 
felt less stressed, frustrated and angry when at 
the wheel of a Toyota hybrid. 

Their experiences are revealed in a series of 
short films that are being released on YouTube 
as part of the campaign; the first, featuring driv¬ 
ers in Rome, can be seen here. 

At the same time as Toyota hybrid power has 
become more efficient and refined, it has been 
applied to an ever wider range of vehicles, rang¬ 
ing from superminis to fully flexible seven-seat 
MPVs, answering the motoring needs of more 
and more motorists. 

Today's Toyota hybrid line-up begins with 


Yaris Hybrid, the world's first hybrid supermini. 
Thanks to clever packaging, there's just as much 
room inside for passengers and their luggage as 
in a petrol or diesel Yaris. Featuring a 1.5-litre 
petrol engine engineered for efficient perform¬ 
ance, it comes with official fuel and C02 emis¬ 
sions figures from 80.7mpg and 79g/km; all 
models in the range achieve sub-1 OOg/km per¬ 
formance, earning a zero annual road tax (VED) 
bill. 

Auris Hybrid, built exclusively at Toyota's Bur- 
naston factory near Derby, is Britain's best-sell¬ 
ing hybrid.The five-seat compact hatch, now in 
its second generation, uses a more powerful 
version ofToyota's Hybrid Synergy Drive, featur¬ 
ing a 1.8-litre petrol engine. Again, all versions 
are rated at less than 10Og/km. In 2013 the 


hatchback was joined by a sister wagon, Auris 
Touring Sports, which is also built at Burnaston. 

Prius is still a mainstay ofToyota's global hy¬ 
brid programme and has become one of the 
world's best-selling cars. The third-generation 
model demonstrates how far the technology 
has come, with benchmark performance figures 
starting at 72.4mpg and 89g/km. 

Prius is no longer a single model, but a family 
of different vehicles: Prius-i- is a seven-seat com¬ 
pact MPV and Prius Plug-in a rechargeable 
hatchback that can be driven further in zero- 
emissions, all-electric EV mode. Both make use 
of advanced lithium-ion battery technology, 
achieving a higher power density in a more 
compact battery pack. 



▲ Toyota Hybrids: It's A Love Thing 


CAR OF THE WEEK 

Rousdon Car Centre , Lyme Regis 
01297444544 



2011(61) LAND ROVER 
FREELANDER 2.2 TD4 GS 

Metallic Indus Silver, 31000 Miles with Full Land Rover Service 
History, Climate Control, Bluetooth, Phone, Cruise Control, 
Parking Sensors, Terrain Response System, Hill Decent 
Control, CD Player, ONLY £180 Per Year Road Tax 

£16,500 

www.rousdoncarcentre.co.uk 





car centre.co 



Uk Tel. 01297 444544 




p/x welcome 

finances 

arranged 




2010(10) MERCEDES C200 CDi AUTO SE EXECUTIVE, Metallic Palladium Silver, Full Mercedes/Specialist Service History, COMAND SAT NAV, Bluetooth 
Phone, Cruise Control, Parktonic Front & Rear Parking Sensors, Climate Control, CD Player, Outstanding MPG, Only £130 Per Year road Tax. £12000 


2009(59) FORD FOCUS 1.6 ZETEC CLIMATE, Metallic Panther Black, Full Service History, Only 23000 Miles, Air Con, ABS Brakes, Alloy Wheels, CD rousdon 

Player, E/Windows. £6695 


2009(09) AUDI A4 2.0 TDi FINAL EDITION CONVERTIBLE, Metallic Quartz Grey with Full Black Leather Interior, 36000 Miles with Full Audi Service History, 
SAT NAV, Bluetooth Telephone, Digital Climate Control, Rear Parking Sensors, Xenon Headlights with Wash Function, ABS Brakes, CD Player, Outstanding 
MPG, Only £205 Per Year Road Tax . £14295 


garage near 
Lyme Regis 


2009(09) MINI COOPER S CONVERTIBLE CHILI PACK, Pepper White, Full Mini Service History, Only 22000 Miles, Digital Climate Control, Parking 
Sensors, Bluetooth Phone, USB Audio Interface, CD Player, Only £180 Per Year Road Tax . £11000 


Dorset 


ESTATES. 4x4 & MPVs 


DT7 3XW 


2011(61) LAND ROVER FREELANDER 2.2 TD4 GS, Metallic Indus Silver, 31000 Miles with Full Land Rover Service History, Climate Control, Bluetooth 


Phone, Cruise Control, Parking Sensors, Terrain Response System, Hill Decent Control, CD Player, ONLY £180 Per Year Road Tax. £16500 

2009(59) BMW 320D SE TOURING, Metallic Space Grey, BMW Sen/ice History, BMW EfficientDynamics, Digital Climate Control, ABS Brakes, Parrot Blue¬ 
tooth Phone, CD Player, Remote C/Locking, Outstanding MPG, Only £105 Per Year Road Tax. £9995 


on the A3052 


2007(07) NISSAN QASHQA1 1.5 DCi ACENTA 2WD, Metallic Kuro Black, Full Service History, Digital Climate Control, ABS Brakes, Bluetooth Telephone, 
Cruise Control, EAA/indows, Outstanding MPg, Only £130 Per Year Road Tax.£6995 


car centre 


2006(06) VOLVO V50 2.0D SE, Metallic Silver, Full Service History, Full Black Leather, Climate Control, Heated Seats, Alloy Wheels, ABS Brakes, CD 
Player, Outstanding MPG, Only £180 Per Year Road Tax. £5995 

CUSTOMERS CAR 


1997(P) FORD FIESTA 1.4 CHICANE, Metallic Blue, Tax & MOT Feb 2015, Great runner but Bodywork a little tatty in places 


£600 


O 

T3 

</> 

3 

O 



































































* o Wednesday 
May 14 2014 


view from motoring 


viewonhne24/7 

viewfromonline.co.uk 






YOUR COMPLETE MOTOR I 


MOTOR SERVI 


SERVICE 

LUTION 



Otter Vale Motor Services - Upottery. Nr Honiton - Devon - EX14 9NE 
Tel: 01404 861155 * Web: www.ovms.co.uk • Email: info@ovms.co.uk 


WE BUY 



Can't Sell Your Car? Fed Up With Time Wasters? 
Not Offered A Fair Part Exchange Price? 

WE ALSO BUY CARS TO ORDER 

Can't find what you're looking for? 

Call 01404 861155 


COURTESY VEHICLES 
AVAILABLE 


WE ASSIST 

FOR ALL YOUR WORKSHOP NEEDS 

Class 4 & 7 MOTs - Servicing 
Tyres and Tracking 

Call 01404 861474 







2007/57 BMW 118D M SPORT 5 
DOOR HATCHBACK, Manual, Diesel, 
Blue. 100,000 Miles. Tax expires 
30/09/2014,13 Months Warranty, Full 
Service History, One Previous Owner, 
Superb Example, Full MOT, Warranted 
Mileage, Automatic air conditioning. 
Rear parking distance control. Alloy 
Wheels. £7,750 

2005/05 CITROEN BERLINGO 1.9D 
MULTISPACE FORTE 5 DOOR MPV, 

Manual, Diesel, White. 80,000 Miles.Tax 
Expires 30/09/2014, 13 Months War¬ 
ranty, One Previous Owner, Full MOT, 
Good Service History, Superb Example, 
Warranted Mileage, Electric front win¬ 
dows And Mirrors, Central Locking. 

£3,650 


2007/07 FORD FOCUS 2.0 TDCI 
GHIA 5 DOOR HATCHBACK. Man¬ 
ual, Diesel, Grey. 78,000 Miles. 13 
Months Warranty, Superb Condition, 
2 Previous Owners, Full MOT, War¬ 
ranted Mileage, Sony RDS stereo 
radio/CD/MP3 compatibility. Air 

conditioning. Cruise Control. 

£4,750 


2006/06 FORD FOCUS 2.0 TDCI TITA¬ 
NIUM, 5 DOOR HATCHBACK, Manual, 
Diesel, Black. 94,000 Miles. 13 Months 
Warranty, Full Service History, Superb 
Throughout, 2 Previous Owners, Full MOT, 
Warranted Mileage, Span cloth/verona 
leather upholstery. Air conditioning, 16" 
5 spoke alloy wheels. Electric front and 
rear windows. £4,150 

2009/09 FORD MONDEO 1.8 TDCI 
EDGE 5 DOOR ESTATE, Manual, Diesel, 
Black. 99,000 Miles. 13 Months War¬ 
ranty, Full Service History, One Previ¬ 
ous Owner, Full MOT, Manual air 
conditioning. Advanced Bluetooth 
hands free phone with voice control 
system. Cruise control. Electric front 
windows, Radio/CD. £4,995 


COMPETITIVE FINANCE 
PACKAGES 

CALL FOR MORE INFO 






2009/59 FIAT 500 1.2 POP 3 DOOR 
HATCHBACK. Manual, Petrol, Silver. 
50,000 Miles. Tax expires 
31/10/2014, 13 Months Warranty, 
Full Service History, One Previous 
Owner, Full MOT, Superb Throughout, 
Warranted Mileage, Electric front 
windows, MP3 compatible 
radio/single CD player .£5,495 


2008/08 VAUXHALL CORSA 1.3 CDTI 
CLUB 5 DOOR HATCHBACK, Manual, 
Diesel, Red. 79,000 Miles. 13 Months 
Warranty, One Previous Owner, Good 
Service History, Full MOT, Warranted 
Mileage, Stereo radio/CD player and 

MP3 facility. Electric front windows. 

£4,495 




7 «“ 






2005/55 FORD MONDEO 2.0 TDCI 115 
SILVER 5 DOOR HATCHBACK, Manual, 
Diesel, Gold. 95,000 Miles. 13 Months 
Warranty, Full Service History, One Previ¬ 
ous Owner, Full MOT, Warranted 
Mileage, Air conditioning. Parking dis¬ 
tance sensor. Convenience Pack - 

Mondeo, 16" 7 spoke alloy wheels. 

.£2,495 

1999/V VW POLO 1.6 CL 3 DOOR 
HATCHBACK, Automatic, Petrol, 
Green. 80,000 Miles. 13 Months War¬ 
ranty, One Previous Owner, Full MOT, 
Warranted Mileage, Electric front win¬ 
dows, Manual tilt/slide sunroof. Cen¬ 
tral locking. £1,395 

2007/07 FORD MONDEO 2.0 TDCI 
130 GHIA 5 DOOR HATCHBACK. 

Manual, Diesel, Green. 70,000 Miles. 
13 Months Warranty, Full Service His¬ 
tory, 2 Previous Owners, Full MOT, War¬ 
ranted Mileage, Cruise control. Alloys 
Wheels, Electric Windows, Sony stereo 
radio/6 disc CD. £4,250 




2006/06 MAZDA MX-5 1.8 I 2 DOOR 
CONVERTIBLE, Manual, Petrol, Blue. 
53,000 Miles.Tax expires 30/07/2014, 
13 Months Warranty, One Previous 
Owner, Superb Condition, Full MOT, 
Warranted Mileage, Well Maintained, 
Electric windows. Single play 
CD/Radio. £5,495 


2007/56 FORD MONDEO 2.0TDCI 130 
TITANIUM X 5 DOOR HATCHBACK, 

Manual, Diesel, Silver, 85,000 Miles. 13 
Months Warranty, Full Service History, 2 
Previous Owners, Full MOT, Warranted 
Mileage, Alcantara/leather upholstery. 
Advanced hands free Bluetooth 
phone kit. Cruise control. £4,495 

2003/03 LAND ROVER DISCOVERY 
2.5 TD5 GS 7 SEAT 5 DOOR 4X4, 

Manual, Diesel, Silver. 135,000 Miles. 
13 Months Warranty, One Previous 
Owner, Good Service History, Full 
MOT, Warranted Mileage,Twin man¬ 
ual sunroofs, 16" 6 spoke alloy 

wheels (4), Electric windows. 

£4,995 

2004/54 HONDA JAZZ 1.41-DSI S 5 
DOOR HATCHBACK, Manual, Petrol, 
Grey. 87,000 Miles. 13 Months War¬ 
ranty, Superb Throughout, Good Serv¬ 
ice History, Full MOT, Warranted 
Mileage, Drivers window one touch 
up/down. Electric front windows, CD 
Tuner, Central locking. £2,495 



2007/57 LAND ROVER DEFENDER 
2.4 TDCI PICKUP, Manual, Diesel, 
Green. 79,000 Miles. 13 Months 
Warranty, Well Maintained, One 
Owner From New, Full MOT, Free 
HPI Report, HPI Clear, Radio CD 
Player. 4 seats. £10,495+VAT 

2005/55 VOLKSWAGEN TRANS¬ 
PORTER 1.9 TDI PD PANEL VAN, 

Manual, Diesel, White. 222,000 Miles. 
13 Months Warranty, Cambelt Serv¬ 
ice On Sale, Very Tidy Throughout, 
Full MOT, Radio/CD,Tinted glass. Re¬ 
mote central locking. £6,495 

1996/N MITSUBISHI RVR 2.0 
DIESEL MANUAL 4X4 (2003 IM¬ 
PORT). Black. 62,000 Miles. 13 
Months Warranty, Very Good Con¬ 
dition, Full MOT, Awesome 4x4, 
Radio CD Player, Electric Windows 
And Mirrors. £2,495 

2009/59 VAUXHALL INSIGNIA 2.0 CDTI 
SRI 160 5 DOOR HATCHBACK, Manual. 
Diesel, Black. 73,000 Miles. 13 Months 
Warranty, One Owner From New, Full 
Service History, Stunning Condition 
Throughout, Full MOT, Warranted 
Mileage, Cruise control, Alloy wheels. 
Electric front windows. Stereo radio/CD 
player. £6,695 

2005/05 VW GOLF 2.0 GT TDI 5 
DOOR HATCHBACK, Manual, Diesel, 
Black. 130,000 Miles. 13 Months War¬ 
ranty, Full MOT, Warranted Mileage, Air 
conditioning, 16" Imola alloy whees. 
Electric front windows. Electric rear 
windows, Radio/CD player ....£4,495 

2003/03 VW POLO 1.2 E 55 5 DOOR 
HATCHBACK, Manual, Petrol, Red. 
100,000 Miles. 13 Months Warranty, 
One Owner From New, Full Service His¬ 
tory, Full MOT, Warranted Mileage, Su¬ 
perb Throughout, Central locking. 
Radio/cassette with RDS, Electrically 
adjustable door mirrors. £1,995 








1996/N MERCEDES-BENZ SPRINTER 2.3 

DAY VAN, Manual, Diesel, White. 
190,000 Miles. 13 Months Warranty, Im¬ 
maculately Well Looked After, Fully 
Serviced, Only 2 Previous Owners, Full 
MOT, External Hookup, Leisure Battery, 
Twin Gas Bottles, Gas Oven And Hob, 
Full Size Fridge. £4,495 

2009/09 FORD TRANSIT CONNECT 
LOW ROOF VAN L TDCI 75 PS, Manual. 
Diesel, White. 64,000 Miles. 13 Months 
Warranty, One Owner From New, Full 
Service History, Full MOT, Superb 
Throughout, Radio/CD, Ply-lined, Tow 

bar. Remote Central Locking. 

.£5,495 + VAT 

1973 MG MIDGET 1.3 2DOOR CON¬ 
VERTIBLE, Manual, Petrol, Red. 96,000 
Miles. Only 2 Previous Owners From 
New, Lots Of Documented History, Full 
MOT, Wonderfully Well Cared For, Cir¬ 
cumstance Forces Sale. £5,650 

2008/57 AUDI A5 2.7 TDI SPORT MUL- 
TITRONIC, 3 DOOR COUPE, Automatic, 
Diesel, Red. 93,000 Miles. 13 Months 
Warranty, Full Audi Service History, Im¬ 
maculate Throughout, Full MOT, War¬ 
ranted Mileage, Milano leather 
upholstery. Xenon headlights. Rear 
acoustic parking system, 18" 10 spoke 
V design alloy wheels. £10,995 

2007/07 AUDI 2.0 TDI TDV S LINE MUL- 
TITRONIC 5 DOOR ESTATE, Automatic, 
Diesel, Silver. 100,000 Miles. 13 Months 
Warranty, Full Service History, One Previ¬ 
ous Owner, Superb Condition Through¬ 
out, Full MOT, Warranted Mileage, 17" 5 
parallel twin spoke design alloy wheels, 
CD Player With MP3. £6,995 

2009/09 VW TRANSPORTER 1.9 TDI PD 
102PS PANEL VAN, Manual, Diesel, 
White. 141,000 Miles. 13 Months War¬ 
ranty, Full VW Service History, One 
Owner From New, Full MOT, Bluetooth 
connectivity, Radio/CD, Side loading 
door. Remote central locking.... £7,495 

2004/04 SUZUKI 1200 BANDIT 
GSF SK4 MOTORCYCLE, White. 
20,000 Miles. Very Well Main¬ 
tained, Please Call For A view¬ 
ing. £2,999 

2003/53 SUZUKI IGNIS 1.5 GLVVT 
4 GRIP 5 DOOR MPV, Manual. 
Petrol, Red. 74,000 Miles. 13 
Months Warranty, Good Service 
History, Lovely Example, Full MOT, 
Warranted Mileage. £1,895 


OPENING TIMES: MON - FRI 8am - 6pm SAT 8.30am - 5pm SUNDAY 11 am ■ 2pm | We are on the A30 
Tel: 01404 861155 * Web: www.ovms.co.uk • Email: info@ovms.co.uk 

Your Local Good Garage Scheme Member 
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107 = £132 a month Just 
Add Fuel 




NEW PEUGEOT 


208 ~ £ 159 a month 
Just Add Fuel 


YEARS 

INSURANCE* 

WARRANTY 
SERVICING 
CAR TAX* 

ROADSIDE ASSISTANCE 

107 ACCESS 



£219 a month with JUST ADD FUEL* 


Great mobility offers 


Uso your motabllity allowance • Servicing & maintenance 
Breakdown recovery • 60,000 mileage allowance 

Road Tax and insurance • Specialist advice 



Citroen C2 1.1 SX 3-Door 
Hatchback 


Peugeot 107 3 Door 1.0 12v 
Urban 2-Tronic 


Peugeot 107 5 Door 1.0 
12v Active 


Peugeot 207 5 Door 1.4 
75 Active 


Peugeot 207 SW1.6 VTi 
120 Allure 


BMW 5 Series 2.0TD 520d M 
Sport Business Ed. Touring 



Manual, Petrol, Arctic Steel Metallic 
with Black Cloth Interior, 38,000 Miles, 
PAS, WJ57 RJZ.£3,995 


Automatic, Petrol, Aluminium Metallic 
with Black Cloth Interior, 5,000 Miles, 
PAS, MDM, WL10 NFU.£5,495 




Manual, Petrol, Onyx Black Metallic 
with Black Cloth Interior, 9,000 Miles, 
PAS, DS61 UBK.£7,995 


Automatic, Petrol, Blue Metallic with 
Black Cloth/Leather Interior, 9,500 
Miles, KR13 JJF.£10,495 


Manual, Diesel, Blue Metallic with Black 
Leather Interior, 37,000 Miles, CC, 
F/RPA WF10 WKH.£17,695 


.£4,495 

.£4,995 

.£4,995 

.£6,295 

.£6,995 

.£6,995 

.£7,995 

.£7,995 

.£7,995 

.£7,995 

.£8,995 

.£8,995 

.£9,495 

.£9,495 

.£9,695 

.£10,495 

.£10,495 

.£10,495 

.£10,695 

.£10,995 

.£11,995 

.£11,995 

.£12,995 

.£13,995 

PEUGEOT 2008 CROSSOVER 1.6 E-HDI (92BHP) ALLURE (S/S)...DIESEL.BIANCA WHITE.900 MILES.WH63 CFO.£15,995 

.£16,495 


....41,000 MILES. 

.WG55 OAW.... 

....55,000 MILES. 

.CK08 YLS. 

....28,642 MILES. 

.AK60 NLY. 

....11,802 MILES. 

.KYI 3 ELC. 

....42,000 MILES. 

.WL05 FFS. 

....31,000 MILES. 

.KN60 AVG. 

....16,000 MILES. 

.VOII GMF. 

....7,000 MILES. 

.LT60 XKC. 

....24,000 MILES. 

.WU11 KKE. 

....16,000 MILES. 

.AV11 RUH. 

....23,000 MILES. 

.CY11 UAX. 

....11,000 MILES. 

.YR11 NKW. 

....6,000 MILES. 

.R062 BKZ. 

....16,000 MILES. 

.VN60 OLU. 

....18,000 MILES. 

.GF11 ATN. 

....41,000 MILES. 

.AV58 ENC. 

....13,500 MILES. 

.KR13 XYW. 

....10,500 MILES. 

.KR13JNF. 

....1,800 MILES. 

.FE63 NSO. 

....39,000 MILES. 

.WG60 NTF. 

....38,000 MILES. 

.WG09 HVU. 

....6,800 MILES. 

.KP13ZZG . 

....21,000 MILES. 

.CV11 WTX. 

....7,000 MILES. 

.SX13 AEN. 

....900 MILES. 

.WH63 CFO. 

....38,000 MILES. 

.GX10ZJZ. 


TRUSCOTTS PEUGEOT HONITON 

Monkton Rood, Honiton, EX 14 1JT 

01404 44291 www.dealer.peugeot.co.uk/truscotts-homton 
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World First - Laser Lights as Standard for New Audi R8 LMX 



A NEW limited edition LMX version of the 
Audi R8 will not only be the most powerful 
roadgoing iteration of the super sports car 
ever made, but will also be notable as the first 
production car to adopt laser high beam 
lighting as standard.The new 570PS, 198mph 
R8 LMX will make its UK public debut at the 
Goodwood Festival of Speed and will be¬ 
come available to order at the same time 
priced from £160,025 OTR. UK deliveries will 
begin in the autumn. 

The Audi R8 LMX is based on the acclaimed 
VI0 plus model with its high-revving, 
mid-mounted ten-cylinder engine, double 
wishbone suspension and ASF (Audi Space 
Frame) aluminium body. It will be available 
exclusively as a coupe with a production run 


limited to 99 vehicles, and with 540 Nm of 
torque to complement its 570PS output will 
be capable of rocketing to 62mph from rest 
in just 3.4 seconds before topping out at 
198mph. 

A compact, seven-speed S tronic transmis¬ 
sion transfers the power to the quattro per¬ 
manent all-wheel drive system, which 
distributes it judiciously to racing-inspired 19- 
inch, 20-spoke wheels shod with tyres with 
215mm front and 305mm rear widths. These 
conceal carbon-fibre ceramic brake discs with 
red anodised calipers measuring 380 mm in 
diameter at the front. 

The light emitted by laser beams before 
they pass through a phosphor converter is 
blue, and this has inspired an Audi exclusive 


Ara Blue, crystal effect customised paint finish 
for the new R8 LMX. If preferred, it can also be 
ordered with Daytona Grey matt effect or 
Mythos Black, metallic paint finishes. 

The new flagship model is also marked out 
by a large, fixed rear spoiler for increased 
downforce on the rear axle, and by additional 
use of carbon fibre-reinforced polymer 
(CFRP) for the front spoiler lip, side flics, en¬ 
gine compartment cover, exterior mirror 
housings, sideblades, rear wing and diffuser. 
The Singleframe grille and front air intakes 
and the outlet grille at the rear are finished in 
titanium grey, while the sports exhaust sys¬ 
tem features high-gloss black tailpipes. 

Blue accents continue the theme in the in¬ 
terior with its bucket seats upholstered in 
Fine Nappa leather and finished with Sepang 
Blue diamond stitching and backrest covers 
in Ara Blue. Sepang Blue diamond stitching 
also adds contrast in the Alcantara headlining 
and black Fine Nappa leather door trim pan¬ 
els, and the colour is also sewn into the edges 
of the parking brake lever, centre tunnel con¬ 
sole, steering wheel and instrument cowl. 

The list of subtle details marking out this ex¬ 
clusive model also includes matt carbon cov¬ 
ers for the centre tunnel console and parking 
brake lever, the inlays in the doors and the arc 
around the cockpit, and illuminated alu¬ 
minium inlays bearing the limited-edition 
number integrated into the CFRP door sill 
trims. Fine Nappa leather adorns the selector 
lever for the S tronic and the knee pads, and 
the floor mats have black piping and Sepang 
Blue stitching. 

Revolutionary laser high beam lighting 


In 2008, the Audi R8 became the first pro¬ 
duction car in the world to feature all-LED 
headlights; this was followed in 2012 by dy¬ 
namic indicators with a unique sweeping ac¬ 
tion. Audi launched a new chapter in 
automotive lighting with the Matrix LED 
headlights, which debuted in the updated A8 
in 2013. Now the brand with the four rings is 
progressing to the next stage in the R8 LMX: 
the laser spot for the high beams. It increases 
the illumination range substantially, which is 
ideal for a supercar like the R8 LMX. 

Audi engineers work very closely with their 
racing colleagues on the development of 
lighting technologies. The combination of 
LED and laser high beams, for example, will 
be used for the first time on the new Audi R18 


e-tron quattro at the 24 Hours of Le Mans on 
June 14 and 15. The premium brand is thus 
continuing its tradition of using racing to test 
new technologies destined for production. 

"Audi has long dominated the most impor¬ 
tant 24-hour race. In addition to the out¬ 
standing TDI drive technology, a maximum 
light yield gives our pilots a major advantage, 
and with night racing in particular is a key fac¬ 
tor to our success," says Prof. Dr. Ulrich Hack- 
enberg."The transfer of the laser headlight to 
the Audi R8 LMX underscores our leading po¬ 
sition in lighting technology. The safety ben¬ 
efit this provides to the customer truly 
represents Vorsprung durch Technik," says 
AUDI AG's Board Member for Development. 



THE VAUXHALL 


BIG EVENT 



FROM 16-19 MAY 2014 




LIFETIME 

WARRANTY 100,000 MILE 


5 YEARS 

0 % APR 

REPRESENTATIVE 
FLEXIBLE FINANCE 


ur i u 

£2000 

VAUXHALL DEPOSIT 
CONTRIBUTION** 

NO DEPOSIT 

REQUIRED BYYOU 


£500 

FREE FUEL 

DURING THE EVENT + 


Lanehouse 


www.lanehousegroup.co.uk/vauxhall 


1 Avon Close 
Weymouth 
DT4 9UX 
01305 760000 


St Andrews Garage 
Bridport 
DT63EX 
01308 458018 



VAUXHALL 


Official Government Test Environmental Data. Fuel consumption figures mpg (litres/IOOkm) and C0 2 emissions (g/km). Vauxhall range (excl. Ampera): Urban: 
14.4 (19.6) - 76.3 (3.7), Extra-urban: 27.4 (10.3) - 91.1 (3.1), Combined: 18.0 (15.7) - 85.6 (3.3). C0 2 emissions: 373 - 88g/km* 

Finance available on selected models only. Subject to status. Terms and Conditions apply. Applicants must be 18 or over. Finance supplied by Vauxhall Finance, PO Box 6666, Cardiff, CFI5 7YT. 24-60 month term. **Vauxhall Deposit Contributions vary and exclude Mokka, 
Cascada and other selected models. We can introduce you to a finance provider, commission may be received. tFuel offer not available on Zafira (Classic) models, other terms, conditions and exclusions apply. £500 free fuel will be via pre-paid debit card. Refer to www. 
vauxhall.co.uk/offers or contact your local Vauxhall retailer for details. Participating Retailers only. Offers will apply to private individuals, Vauxhall Partners and small businesses 1- 24. All other customers are excluded. Vauxhall Lifetime Warranty covers lifetime 
ownership of first registered keeper, 100,000 mile limit. Terms and Conditions apply. Offers available on new vehicle orders from 16-19 May 2014, which are registered by 30 June 2014. #0fficial EU-regulated test data are provided for comparison purposes and actual 
performance will depend on driving style, road conditions and other non-technical factors. 
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This season’s most inclusive sale. 



KA STUDIO CONNECT 1.2 8V PETROL (69PS) ENGINE 

£ 8,100 


■ 14” Alloy Wheels 

■ Connectivity Pack (Includes Bluetooth, steering wheel 
audio controls, USB) 

■ Stereo radio/CD player with MP3. Aux jack and 6 speakers 

■ Accessory power socket (12v) 



B-MAX ZETEC 1.5 DU RATO RQ TDCI 75PS £14,735 

■ 15” 5-spoke alloy wheels 

■ Manual air conditioning 

■ Quickclear heated windscreen 

■ Adjustable load floor in luggage compartment for easy 
loading of cargo 



FIESTA ZETEC 1.6 DURATEC VI-VCT DPS6 (AUTOMATIC) 
£14,000 

■ 15" 5-spoke Alloy wheels 

■ Air conditioning 

■ Quickclear heated windscreen 

■ Radio/CD Player with MP3 - 4 front speakers, remote 
audio controls and aux connector (USB) 


Chesil Beach Motors 

Easton Lane, Portland, Dorset, DT51BW 
Granby Ind Est, Weymouth, DT4 9TB 

Port: 820483 Wey:761777 



FOCUS TITANIUM NAVIGATOR ESTATE 1.6TDCI (115PS) 

DPF (START-STOP) £18,800 

■ Sony DAB Navigation System with Ford SYNC System 
including Emergency Assist (Includes Bluetooth and USB 
connectivity) 

■ Auto headlights, rain sensitive windscreen wipers and 
auto dimming rear view mirror 

■ Dual-zone Electronic Air Temperature Control (DEATC) air 
conditioning 

■ Cruise control with speed limiter 



www.cbmford.co.uk 


Official fuel consumption figures in mpg (l/100km) Ford Car range: urban 58.9 - 
5.1 (4.8-55.4), extra urban 74.3 - 3.7 (3.8-76.4), combined 68.9 - 4.2 (4.1-67.3). 

Official CO 2 emission 138.0-109.0g/km . Retail only. On stock vehicles only. Prices post FCE deposit allowance. Vehicles shown for 

illustration purposes only. This supersedes all previously advertised manufacturer’s promotions. Details correct at time of going to print. Subject to availability. Contact us for terms 
and conditions. Applies to new vehicles, contracted between 13/05/2014 and 30/06/2014 and registered between 13/05/2014 and 30/06/2014. Where savings are shown, advertised 
prices are calculated by deducting the saving from the manufacturer’s recommended OTR price. 
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Advertise your business 
» call 01297 446156 
W email lauren@pemedia.co.uk 
m fax 01297 444981 


bodywork 


1 


MOTs 


|| servicing and repairs i car sales 


^ALfTvnmnTvcBatjrSHijp) 

Accident Repair • Resprays • Restoration 
Insurance Work • Valeting 
FREE Estimates & Collection 
Courtesy Car 

Gavin Coombes 

Shrubbery Garage 
Rousdon Lyme Regis' 

Dorset 

DT7 3XW Tel: 01297 444994 

Email: gavin.coombes@homecall.co.uk 



servicing and repairs 


THE CORNER GARAGE 

- MELPLASH 01308 488238 - 


All makes serviced 


VW/AUDI specialists 


Servicing • Repairs • Diesel and 
Catalysts tested • MOT Repairs 

MOT TESTS FREE Local Collection 
.mm & SERVICING and Delivery 



HONEYSUCKLE WORKSHOP 


Servicing, Repairs MOT 7yres 
Batteries Exhausts Valeting 



K€ GROVES 

pmcfcW Wtytatop 

Tuvul Ro*J 
Htuiitfr riTB VE 


M o r 

” ROUSDON 



Cars & Light Commercials 

(Class 4,5 & 7) 

up to 17 seater mini bus 

To book in your vehicle for its MOT 

01297 444 049 or 07780 968345 


repair centre 


Bridport Car 
Repair Centre 


Unit 18A, Dreadnought Trading Estate 

Telephone/Fax 01308 425866 

Email: jmjva@talktalk.net 
www.bridportcarrepaircentre.co.uk 

MO V S! classes 3,4 and 7, cars, 
campers and light commercial vehicles 

® TYRES: budget, mid-range, high 
performance, low profile inc run-flat 

SERVICING: all to industry standard 
(see goodgaragescheme.com) 

AIR CON: We are now offering an 
air conditioning service 

GENERAL REPAIRS ALL CARRIED 
OUT TO INDUSTRY STANDARD 

£20.00 Off Your Next MOT 

(on presentation of this advert) 

Registered Member 


scrap 


car sales 


• 


//, * A, ( w///W 


Joanne’s Autos 

2004 Mitsubishi SpaceStar 1.3 Classic, in Purple, 55k, 2 Owners.... 
.£1995.00 


GOOD PRICES PAID & COLLECTED FREE 

• SCRAP CARS • DAMAGED CARS 

• MOT FAILURES • FARM SCRAP 

• HONEST & RELIABLE SERVICE 

• HIAB LORRY AND SMALL PLANT TRANSPORTER FOR HIRE 

ALSO: VINTAGE TRACTORS FOR SALE & WANTED 


RING MIKE 07831 853518 


driving instructor 


2005 Renault Megane 1.6 VVT Privilege CONVERTIBLE HARDTOP, 

in champagne met, 66,000 miles, 2 owners, Service History. 

.£3495.00 

2010 (60) Toyota Yaris 1.3 TR Wti 5 door in met blue, 1 owner, 
43,000 miles, Service History, £30 Road Tax, Superb little car with 
load of space!. £6495.00 

2007 Peugeot 207 in red, 1400 cc, 5 doors, 2 owners, Full service 
history, 78000 miles, Lovely condition. £3650.00 

2005 Peugeot 307 SESW Estate Auto in silver 44k miles 2 owners 
FSH superb condition. £3495.00 


2002 Smart Car Pulse in silver/blue semi-automatic only 22k miles. 

.£2995.00 


\.earn - Good 

■^Ickpol of motoftng 

The to last 


Friendly, Patient, Reliable Tuition 
Refresher & Motorway Lessons 
Help With Theory 
SPECIAL OFFER First four 
hours of Driving Tuition at £15 per hour 
AUTOMATIC NOW AVAILABLE 
Quality Lessons at Affordable Prices 


01308 424 278 07977 261988 

Visit our Website: www.learngood.co.uk 



All vehicle supplied with MOT and Tax with 
warranties and part exchange welcome! 

Unit 5, Dreadnought Trading Estate, 
Bridport, Dorset DT6 5BU 

01308 428221 
9 07872 550141 (mu 


To advertise call Lauren on 
01297 446156 


CASH 4 CARS 

Tel: 07557 738541 
Colliton Garage 
Grove Trading Estate, 
Dorchester 

5CM X 2 COL BOX 

£50 + VAT 
4 WEEKS 

ADVERTISE YOUR BUSINESS 

IN THE MOTORING 
VIEW DIRECTORY 


PrivateCarSales 


Motor Engineers 

Village Road, Bradpole 

01308 427212 

09/2009 FIAT 500 SPORT MULTI-JET DIESEL 1 owner 


service history .£6,995 

2006 SUZUKI SWIFT 1.5 GLX 5dr .£3,895 

2002 TOYOTA COROLLA 1.6 T-SPIRIT.£1,995 

2000/X MERCEDES CONVERTIBLE SLK 230 K0MPRESS0R 

AUTO.£3,750 

1997 MG TF CONVERTIBLE.£1,250 

COMMERCIAL 

2010 MITSUBISHI L200 SINGLE CAB 4X4 PICK-UP low 

mileage .P0A 

PART EXCHANGE 
2002 Skoda Fabia 1.4 hatchback 


2000/W reg VW Golf GTi 5dr Hatch, low mileage 
1997 TOYOTA RAV4 5 door, Auto 
2003 TOYOTA YARIS 

Servicing - Tyres - Batteries - Exhausts 


r 2006 Citroen^ 
Cl vibe 

Petrol, 11tr, Red, MOT &Tax 
until May 2015, 
Service/history, 78k miles. 
Manual, 62mpg plus 

£2300 ono 

01308 456752 a 
^ 07968 688283 j 


r 2000/X reg ^ 
Honda HRV 1.6 
V-tech 

3dr manual 4x4 103k miles 
silver MOT March 2015 Tax 
August 2014 

£1400 

01308 424139c 
s 07876550056 > 


r 1995 Citroen 
ZX 

Diesel, Estate, 
107k, 50+ MPG, 

M Reg 

£300 

^01305785482, 


A/ Reg Peugeot 
4061.8LX 

96k, 11 Months MOT, Clutch 
less then 600 miles ago. 
Great on Fuel, Good 
Condition 

£750 ono 

01297 44533 a 
c 07796 862498 j 


PRIVATE CAR SALES FORM 

Name:. 

Address:. 


_Tel No:. 

Signature:. 

Just complete the form with the details of your car, the price you wish to sell it at and your contact telephone 
number and send it along with a cheque for either £10 or £17.50 (inc VAT) made payable to Devon, Dorset 
& Somerset Series of Newspapers Ltd, Unit 3, St Michael's Business Centre, Church Street, Lyme Regis, Dorset 
DT7 3DB to arrive by first post on a Friday for inclusion in the following weeks edition, or you can telephone 
Lauren on 01297 446156 with details and card payment or email lauren@pemedia .co.uk and we will call you 
back for payment details. Your advertisement will run for four weeks in all six of our West Dorset titles. 

If the vehicle is being sold through a business the word TRADE must be included. 

Displayed for four weeks 

(Please contact Lauren on 01297 446156 if sold before that time) 
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SPORTSDESK 


Wednesday « 
Mav 14 2014 


01297 446152 

howard@pemedia.co.uk 

www.viewfromonline.co.uk 


PERRY STREET LEAGUE 


with Howard Larcombe 


Seasiders sail off with eight goal mauling 

Bantams below par in Final - Bizarre coin toss decision at Uplyme 


RESULTS 

Wednesday, May 7th 
DIVISION ONE 

South Petherton 1 (T.Coggins) 
Perry Street Res 2 (J.Stewart, 
C.Machattie) 

Thursday, May 8th 
PREMIER 
Misterton 0 

Lyme Regis 4 (J.Bond, H.Brimi- 
combe, J.Durrant, R.Evans). 

Friday, May 9th 

DAISY HUTCHINGS FINAL 
Forton Reserves 1 (D.Salter) 
Lyme Regis Bantams 0 

A DEAN Salter header in first- 
half injury time decided the 
43rd Daisy Hutchings cup final 
at Perry Street on Friday 
evening. 

In a game of very few clear 
cut chances Shaun Stewart 
went close for the Seasiders in 
the fifth minute with a diving 
header that flew just wide. 

Lyme thought they had 
taken the lead in 19th minute 
when Gareth Maidment's 
free-kick was converted at the 
near post by skipper Jason 
Hawker. 

But the 'goal' was ruled out 
by a linesman's flag. 

On the half hour Fred Ether- 
ington unleashed a scorching 
shot from 25-yards that 
Rangers'manager-keeper Paul 
Jefferson did well to beat out. 

But from here the Division 
Four outfit began to take a 
hold as Lyme's veteran players 
began to tire. 

Salter, who controlled pro¬ 
ceedings in the midfield area, 
blazed a shot narrowly wide. 

But he made amends after 
drifting in unmarked at the far 
post to latch on to a fine Alex 
Thompson cross and guide 
home a header past Mark 
Tozer in the Seasiders'goal. 

The introduction of subs 
Rhys Evans, Ben Morgan and 
Jim Larcombe gave the side 
some much needed energy in 
the second-half. 


And it was Larcombe who 
went closest 12 minutes from 
time as he seemed certain to 
lash home a loose ball from 
the edge of the area only to 
denied by a brave last ditch 
tackle. 

Morgan also fired in a 20- 
yard shot that Jefferson cov¬ 
ered at the foot of the post. 

Forton's 16-goal top-scorer 
Justin James then squandered 
a golden chance in the 71st 
minute to make the game safe 
when his one-on-one oppor¬ 
tunity was saved by Tozer. 

But Jefferson's men had few 
alarms and lifted the trophy 
for the first time in the team's 
history. 

PREMIER 

Lyme Regis 8 Combe Res 1 

LYME Regis clinched the run¬ 
ners-up spot in the Premier 
Division with a carnival per¬ 
formance racking up their 
biggest goals tally for two and 
half years against a Combe 



m OUTFIELD SKILLS: Lyme Regis goalkeeper 
Chris Higgs smashed home a penalty at the end 
of a 30-minute midfield spell in 8- 1 rout. 

Reserves side who had very 
little to play for. 

Top-scorer Joe Bond opened 
the scoring in the eighth 
minute and then successfully 
converted a one-on-one 
chance for his 30th of a fine 
season to make it 2-0 in the 
20th minute. 

Any doubts about the result 
were effectively ended ten 
minutes before the break 
when Steve Batey hooked 
over a deep cross to the far 
post where Julien Simier 


headed home. 

Moments later Chris Higgs 
made a brave save at the 
other end at the feet of Sam 
McCaffery and then did well 
at full stretch to tip a goal 
bound shot past the post. 

But any thoughts of a 
Combe fightback were ended 
five minutes before the break 
when Harvey Brimicombe's 
fine cross was headed back 
across goal by Bond to Dec 
Ellis who slotted home. 

Brimicombe entered the 
goal parade with a calm finish 
to make it 5-1 ten minutes 
after the restart. 

Lyme manager Tim Edwards 
then rang the chances giving 
a first team debut to under 
16s keeper Toby Fowler with 
regular custodian Chris Higgs 
taking up an unfamiliar cen¬ 
tral midfield role. 

Unfortunately, Fowler's first 
job was to pick the ball out of 
the net after the unmarked 
Simon Vincent netted with a 
low finish. 

This prompted the Seasiders 
to go up through the gears. 

Simier crossed to the near 
post where Lee Cleal and 
Brimicombe both threw 
themselves at the ball with 
Brimicombe getting the last 
touch as the ball nestled in 
the net beyond the despairing 
grasp of Saints overworked 
'keeper Nathan Fisher. 

A minute later Lee Cleal was 
penalised by referee Tom 
Richardson for a push in the 
Lyme box. 

But Jordan Allen's poor 
penalty kick was screwed well 
wide. 

At the other end Simier 
coolly rounded Fisher to make 
in 7-1 in the 69th minute. 

The scoring was completed 
three minutes later when 
Higgs was felled in the box by 
a last man foul from Tom Shire 
who was red-carded. 

Higgs then dusted himself 
down a stepped to smash the 



M EQUALISER: Steve Masters scored a first- 
halfleveller agaisnt South Petherton Reserves 
but Waytwon Hounds went down 5-2. 

penalty high into the top cor¬ 
ner for his first ever goal in 
senior football. 

So Lyme finished the season 
in swashbuckling style. 

The Perry Street & District 
League will be no doubt 
worse off for losing one of 
their most successful teams of 
the last 30 years as they take 
up their place in Senior foot¬ 
ball in the Devon & Exeter 
League next season 

DIVISION ONE 

Lyme Regis Res 5 Uplyme 2 

LYME Regis Reserves took the 
field against neighbours Up¬ 
lyme requiring for a win, and 
a shock result at Perry Street, 
if they were to lift the Division 
one league trophy for the first 
time since their back-to-back 
successes in 1999 and 2000. 

A nervy start saw Uplyme 
have the ball in the net in the 
third minute when Mark Tay¬ 
lor's free-kick from the 
halfway line bounced over the 
head of bewildered Lyme 
keeper Will Meech. 

But referee Wayne Ridout 
correctly ruled the'goal'out as 
the indirect kick had touched 
nobody else on its route to 
the net. 

But the deadlock was bro¬ 
ken at the other end midway 
through the first-half when 
Fred Thomson picked up the 
ball in on the edge of the Up¬ 
lyme box before unleashing a 
searing drive that arrowed 


into the roof of the net - a fit¬ 
ting way to chalk up his 100th 
PSDL goal. 

The lead was doubled in the 
37th minute when Matt 
Thomas, putting in a good 
shift in a wing-back role, was 
fouled in the box and Pete 
Peacock stepped up to net his 
fifth spot-kick of the cam¬ 
paign. 

But to their credit Uplyme 
didn't fold. The showed their 
battling qualities with two 
goals from Brandon Bryant 
and Tom Gollop in the space 
on three minutes to go into 
the break all-square at 2-2. 

However, it was the 
Seasiders who took control 
after the turnaround. Peacock 
struck twice more to com¬ 
plete his third hat-trick of the 
season and take his final tally 
to 23. 

Substitute Ryan Fifer 
clinched the win late on as 
Lyme deservedly confirmed a 
creditable second place finish 
three points ahead of pre-sea- 
son title favourites South 
Petherton. 

With the first team moving 
up to pastures new The Re¬ 
serves will now take their 
place in the Premier Division 
table next season. 

DIVISION TWO 

Waytown Hounds 2 
South Petherton Res 5 

WITH nothing at all hanging 
on the result Waytown 
Hounds pulled names out of 



M HAT-TRICK: Todd Lewendon struck three 
times as Uplyme Reserves defeated Hinton 6- 
4 at Venlake. 


the hat-trick to determine 
their playing positions against 
already-relegated South 
Petherton Reserves. 

Pethy took the lead only for 
Steve Masters to equalise be¬ 
fore half-time. 

The visitors then proceed to 
open up a 4-1 lead before 
Leigh Hansford pulled one 
back. 

But Pethy had the last laugh 
bagging a late fifth. 

DIVISION FOUR 
Uplyme Res 6 Hinton 4 

UPLYME ended a difficult sea¬ 
son with a fine win in a 10- 
goal fest at Venlake. 

The Swallows were never in 
danger of losing this one and 
led 5-1 at half-time. 

There was one bizarre mo¬ 
ment when referee Bob Brunt, 
tossed a coin to decide if a 
Hinton goal should be 
awarded! 

A long throw-in was 
launched into the Uplyme 
box and appeared to go di¬ 
rectly into the net. 

Hinton player-manager Ross 
Jewell claimed the ball had 
glanced off his shin but 
league secretary Mr Brunt, 
couldn't decide and reverted 
to spinning the coin to the 
bewilderment of the players! 

Youngsters Todd Lewendon 
(3) and James Souter-Phillips 
(2) led the way in front of goal 
for Uplyme whose other strike 
came from Craig Coles. 

Saturday, May 10th 
PREMIER 

Lyme Regis 8 Combe Res 1 

DIVISION ONE 

Lyme Regis Res 5 Uplyme 2 

DIVISION TWO 

Waytown Hounds 2 S.Pethton Res 

DIVISION FOUR 

Combe B 0 Kingsbury Episcopi 2 
Thorncombe Res 8 Misterton Res 3 
Uplyme Res 6 Hinton Res 4 


As they stand 

Premier Pld +/- Pts 

CrewkerneTown(C)...20 54 50 

Lyme Regis*.20 45 38 

Beaminster.20 23 37 

SheptonBeau.20 34 36 

Mktprtnn.70 -fi 30 

W&MChinnock. 

...20 

-10 

26 

Perry Street. 

...20 

3 

24 

Combe Res*. 

...20 

-21 

24 

Ilminster Res. 

...20 

-20 

21 

Millwey Rise(R). 

...20 

-10 

20 

Winsham Utd (R). 

...20 

-91 

1 

Division One 

Pld 

+/- 

Pts 

Perry Street Res. 

...18 

54 

44 

Lyme Regis Res. 

...18 

33 

42 

South Petherton. 

...18 

34 

39 

Barrington. 

...18 

7 

22 

Pymore. 

...18 

-11 

22 

Forton Rangers. 

...18 

-12 

22 

Farway Utd. 

...18 

-17 

20 

Netherbury. 

Uplyme (R). 

...18 

...18 

-9 

-21 

19 

13 

Beaminster Res* (R). 

...18 

-58 

5 

Division Two 

Pld 

+/- 

Pts 

Chard Utd (C). 

...20 

37 

46 

Luso-Chard* (P). 

...20 

54 

44 

Thorncombe. 

...20 

22 

39 

Waytown Hounds. 

...20 

19 

34 

Charmouth. 

...20 

12 

32 

Combe A. 

70 

4 

28 

Crewkerne Rangers. 

...20 

-4 

27 

Crewkerne Res. 

...20 

-30 

21 

Ilminster Town Colts 

...20 

-34 

19 

Dowlish & Don (R).... 

...20 

-33 

13 

S.Petherton Res* (R). 

...20 

-47 

6 

Division Three 

Pld 

+/- 

Pts 

Lyme Bantams (C).... 

...18 

20 

37 

Drimpton (P). 

...18 

19 

37 

Barrington Res. 

Chard Utd Res. 

...18 

...18 

27 

11 

35 

35 

Hawkchurch Utd. 

...18 

20 

30 

Shepton Beau Res.... 

...18 

2 

26 

Millwey Rise Res. 

...18 

0 

25 

Ilminster Town A. 

...18 

-28 

16 

Winsham Utd Res (R) 

I..18 

-41 

11 

Chard Rangers. 

...18 

-30 

6 

Division Four 

Pld 

+/- 

Pts 

Kingsbury Ep (P). 

Merriott Dyn (P). 

Thorncombe Res. 

...20 

...20 

...20 

50 

64 

36 

52 

47 

45 

Forton Res*. 

...20 

35 

40 

Combe B*. 

...20 

23 

34 

Misterton Res*. 

...20 

-13 

25 

Crewk Rangers Res... 

...20 

-19 

24 

Uplyme Res*. 

Chard Rangers Res... 
Farway Uta Res. 

...20 

-34 

15 

...20 

-46 

12 

...20 

-62 

10 


Hinton St George*.20 -34 9 

*=Pts deducted (P/R etc assumes 
2up/2down where possible) 


Nags Head 
Singles Darts 

THE league will start on 
Thursday (May 15th) at 
8pm. 

Prize Money this year is 
as follows: 1st £300, 2nd 
£200, 3rd £100, 4th £95, 
5th £90, 6th £85, 7th £80, 
8th £75,9th £70,10th £65, 
11th £60, 12th £55, 13th 
£50, 14th £45, 15th £40, 
16th £35, 17th £30, 18th 
£25,19th £20, 20th £15. 

Most 180s £50, Highest 
Out Shot £50. 

For more info and fix¬ 
tures go to 

www.nagshead.leaguere- 
public.com. 


Beardwood merits top spot 


IN the Junior Order of 
Merit Dominic Beard- 
wood's superb nett 65 
raised the family golf 
bar writes Richard Jack- 
man. 

Cameron Moss and 
George Yorke tied on 
nett 68 but it was 
Cameron who came 
second on countback. 

In the May Medal 
there were some excel¬ 
lent scores in blustery 
conditions. 

In Division One, three 
men tied with a nett 68, 
but Dave Riches came 


first on countback fol¬ 
lowed by Todd Lar¬ 
combe, and Roger 
Turner 3rd. 

In Division Two Tom 

Barclay stole the show 
with a nett 70, from 
Steve Piper nett 71 and 
Jeremy Linnert nett 72. 

Ladies day was 
washed out for the sec¬ 
ond week in a row, but 
the Ladies Mail On 
Sunday team tri¬ 
umphed over Bridport 
by three matches to two 
to progress to the next 
round. 


Lyme Regis Bowls Club with Paul Moffitt 


Narrow loss at Bridport as league campaigns get off to mixed start 


MIXED fortunes were again the 
order of the day in the various 
leagues. 

The best result again was 
from the men in the champi¬ 
onship, bagging eight of the to 
points on offer away to Bland- 
ford. 

The men's result in Division 
One was disappointing, gain¬ 
ing only four points despite 
winning on two rinks. 

This is a good result against 
Bridport on their own patch 
and augers well for the rest of 
the season. 


The ladies, and men in Divi¬ 
sion Two, both had to be con¬ 
tent with just two points 
against Dorchester and Port¬ 
land BO respectively. 

The men have a tough task 
ahead of them this Saturday, 
when they meet Wellworthy in 
the two-rink competition. 

In the two friendlies that were 
contested Lyme came off sec¬ 
ond best. Narrowly away to 
Den Teignmouth but compre¬ 
hensively against a strong tour¬ 
ing side from Tregarron, Wales. 


Dorset Men's Championship: 
Lyme 77 Blandford 59 

M Heneghan, T Allman, A 
Weech, C Barber 27-17; J 
Eaton, 5 Pomeroy, B Ratten- 
bury, P Pomeroy 30-20; D Mey- 
lan, P Eagles, K Hickman, P 
Moffitt 20-22. 

West Dorset Men Div 1: 

Lyme 49 Bridport 51 

D Perry, B Parsons, R Legg, D 
Wood 17-15; 5 Dowling, P 
Stephens, J Moseley, A Preece 
21-15; M Knight, G Code, D 
Pomeroy, E Skeemer 11-21. 


West Dorset Men Div 2. 

Lyme 37 M2 Portland B.0.43 

R Bishop, J Owen, R Turpin, R 
Hobbs 24-10; D Read, B Smith, 
N Solomon 4 1/2-22; K 

Faragher, A Nabarro, B 
Stephens, R Cridge 9-11. This 
game was limited to 15 ends 
because of inclement weather. 
Dorset Ladies Div 1: 

Lyme 43; Dorchester 54. 

H Dowling, A Ratten bury, J Par¬ 
sons, C Barber 15-23; PKnightr, 
J Kesterton, P Weech, A Allman 
10-20; M Bartlett, J Moffitt, L 
Broom, N Stephens 18-11. 


Lyme 85; Tregarron Tour 117. 

R Turpin, P Weech, K Hickman, 
Chas Barber 20-20; C Clissold, 
D Read, S Wood, N Benson 14- 
17; Y Moody, P Stephens, N 
Solomon, P Moffitt 13-18; K 
Faragher, P Knight, A Weech, K 
Clissold 15-17; G Cozens/ V 
Cozens, T Payne, J Moffitt, E 
Skeemer 13-23; J Barnish, IVI 
Knight, J Parsons, D Wood IQ- 
22 . 

Lyme 111; Teignmouth 115. 

M Knight, M Gillett, A Weech, K 
Clissold 17-21; T Young, D 
Wood, J Moseley, D Meylan 12- 


24; C Clissold, N Benson, A All- 
man, E Skeemer 19-17; P 
Knight, B Smith, J Moffitt, Chas 
Barber 21-20; 

S Wood, A Nabarro, P Weech, P 
Moffitt 25-12; A Foster, TPayne, 
J Beadsley, Chris Barber 17-21. 

♦ On Friday (May 16th) the 
Club are holding their annual 
'Quiz & Supper' evening meet 
at 7pm for 7.30pm start. 

Anyone interested in enter¬ 
ing a team, up to six per team, 
should contact Trevor Allman 
on 07836622809. Cost £7 per 
person to include supper. 
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Bridport & District Darts League - Annual Presentation evening 


with Stuart Broom 


Anchor Aces 


ALTHOUGH TenderTrap moved closer to 
the record number of Ladies Division 
One wins with their ninth consecutive 
title success, it was the up and coming 
Anchor Aces from Salwayash that took 
the team honours this season in the 
Bridport & District Darts League, win¬ 
ning the Ladies Fours and the Charles 
Cup as well as the Ladies Beer Cup. 

TenderTrap, based at the Quarterdeck 
Tavern at West Bay, are now just two 
short of the league record of 14 held for 
some years by Four Arrows, but they 
just failed to make it three unbeaten 
seasons in a row after losing a single 
match to runners-up Knight'n'Gals early 
in the campaign, and although it was 
their only winning team silverware, 
there was plenty of individual success. 

In the men's league Rob's Robbers 
from the Nags Head, Lyme Regis, who 
won Division One for the first time in 
their history last year, followed up by re¬ 
taining it this season by remaining un¬ 
defeated, winning 16 of their 22 games 
to win by two points from Bradpole So¬ 
cial Club. 

The Bridport team however didn't go 
away empty handed. They won the 
Men's Beer Cup and the Bartlett Cup, for 
which they are also the sponsors. 

Last year's individual winner's both re¬ 
tained their titles. Sarah Chick from Ten¬ 
der Trap won the Ladies Singles for an 
incredible fourth year running beating 
Elaine Knight (Knight'n'Gals) in the final, 
whilst Terry Prowse of Rob's Robbers de¬ 
feated Merv Wackley (Hands of Time) to 
retain the Men's Singles title. 

Over 200 attended the event at the 
Freshwater Beach Holiday Park last Fri¬ 
day, once again expertly compered by 
chairman Reg Pitcher, which recognised 
the achievements of the players, as well 
as the people who had worked hard to 


make the league the success it is. 

Vice Chairman Geoff Hoskins received 
the Chairman's Trophy from Reg Pitcher 
who thanked him for the wonderful 
support he had given him."He has been 
tremendous and done an awful lot of 
leg work for which I am very grateful." 

The Sandy PitcherTrophy for the Cap¬ 
tain of the Year, presented by the donor 
who is the league secretary, went to 
John Bailey, captain of Poacher's, based 
at the Conservative Club, whose timely 
and efficient service in providing match 
results has helped her enormously in 
compiling details for the website. 

He was, being the oldest player in the 
league at 84-years old, also presented 
with a litre of whisky, his favourite tip¬ 
ple. 

There was also one other special 
award made to Heather Fox, the assis¬ 
tant secretary who is standing down 
this year after almost 40 years in the job. 
She joined the committee in 1975, and 
a year later asked to take on the post. 

Sandy Pitcher said: "She has been a 
tremendous asset to the league and 
done an excellent job." 

Other awards were presented by 
Angie Samways of the leagues main 
sponsor Samways Ltd, Fish Merchants 
and International Transporters, spon¬ 
sors Mike Long from The Clock House, 
Chideock and Derick Harp, and Stuart 
Broom of the View From newspapers. 

At the conclusion, president Cliff 
Samways congratulated all the winners 
and whilst glad to see so many familiar 
faces, was delighted to see a number of 
new and young players who were mak¬ 
ing a name for themselves. He thanked 
the committee for all their hard work 
and View From newspaper for their 
support in publishing the league tables 
and keeping the players informed. 


breakTenderTrap's hold 


He also offered to sponsor the league 
once again next season, a gesture which 
was eagerly accepted by the Chairman, 
after which bouquets were presented to 
Heather Fox, Sandy Pitcher and Angie 
Samways for all their hard work. 

The Bridport & District Darts league 
Annual General Meeting will be held on 
Tuesday, June 17th at the Conservative 
Club in North Street at 8pm. 

Any proposals far a change in the 
rules must be put in writing to the sec¬ 
retary Sandy Pitcher, 10 Hanover Court, 
East Road, Bridport DT6 4EE by Sunday, 
June 1st. 

♦ CAPTIONS: (top right) Anchor 
Aces who won the Ladies Division 1 
title for the first time receive their 
award from View From's Stuart 
Broom, (bottom left) Despite finish¬ 
ing runners-up in Division 1 Brad- 
pole Social Club could still celebrate 
with Angie Samways having won 
both the Beer Cup and the Bartlett 
Cup. (Far right) 84-year old John 
Bailey receives the Sandy PitcherTro¬ 
phy from the sponsor and was also 
presented with a litre of whisky for 
being the league's oldest player. 
(bottom right) Sarah Chick receives 
the Ladies Singles award for the 
fourth consecutive year from View 
From's Stuart Broom (right) Terry 
Prowse seen receiving the Men's Sin¬ 
gles Cup from Angie Samways for 
the second year in a row. (bottom, 
middle) Angie Samways, Sandy 
Pitcher and Heather Fox, who also 
won a special award, receive bou¬ 
quets from committee member 
Barry Gall. 

Photos by PIN NS PHOTGRAPHIC 




Week two hit by rain and damp wickets 

Heavy away defeats for Symene and Uplyme & Lyme Regis 2nds 


ONCE again the Dorset cricket was hit 
by the weather with only seven of the 
scheduled 36 matches being con¬ 
cluded. 

Dorset Funeral Plan League 
County Division Two 
Portland RT 200-7 lost to 
Cerne Valley 201 -8 by 2 wickets 

Sunday Division One 
St Georges 244-5 beat 
Portland RT 108 all out by 136 runs 

Sunday Division Four 
Portland RT 2nd 303-3 beat 
Symene 63 all out by 240 runs 

SYMENE crashed to a 240 run defeat 
at Portland RT 2nd's on Sunday. 

There was early success when Ollie 
Lee (2-53) removed Cole without scor¬ 
ing, but a superb unbeaten 137 from 
Mackay backed up by Adkins (73), 
Quayle (22) and Sami Rathnayki (49) 


who was brilliantly caught by Graham 
Bartlett (1-51) taking a low catch 
down to his right off his own bowling. 

A word of praise for Paul Edwards. 
Despite nearing his 70th birthday, he 
bowled seven overs in very windy and 
trying conditions in two spells and 
only conceded 40 runs, better than 
most of his younger colleagues. 

In reply Symene lost Nick Skyrme 
first ball of the innings to Rathnayke, 
one of five ducks in the visitor's in¬ 
nings. 

Only Nigel Toohill (13) and 16 extras 
managed double figures with Rath¬ 
nayke producing a great all round 
performance with 4-8 from six overs. 
Some credit to Symene however, who 
made Portland 27 overs before being 
succumbing. 

Readers Mid-Wessex League 
Division One 

North Perrot lost to Broadwindsor 


MATCH FORFEITED 

Francis Clark Devon League 
2nd XI D Division 
Uplyme 64 all out lost to 
Shobrook Park 66 for 5 by 5 wickets. 

DESPITE the wet weather that caused 
the cancellation of he 1 st XI fixture at 
Uplyme the second XI were able to 
play at Shobrooke due to the Park's ef¬ 
ficient wicket covers. 

On arrival Uplyme were asked to bat 
first in wet, blustery conditions. 

Against a lively opening attack 
Eddie Clarke and Tyler Wellman 
reached 17 without loss before the 
former was bowled by Bevan just as a 
heavy rain shower swept across the 
ground. This was one of frequent 
stoppages for rain. 

On the restart batting was no easier 
and Uplyme suffered further losses of 
Henry Perry, Dave Norman and Will 
Marshall, on debut. 


When Wellman was run out from a 
direct hit the innings was in tatters at 
25 for 5. 

It was left to Australian Nick Denni¬ 
son to try and restore some order. He 
seemed to be doing so until on 15 he 
was also bowled by opening bowler 
Bevan who went on to claim five wick¬ 
ets. 

Despite lower order application 
from brothers Wesley and Daley 
Holmes the innings folded leaving 
Shobrook chasing just 65 for victory. 

Uplyme came out fighting and the 
opening pair of Dennison and fellow 
Aussie Charlie Warner soon made in¬ 
roads into the hosts'line up, each tak¬ 
ing two wickets. 

With Shobrooke closing in on their 
target Wesley Holmes was brought 
into the attack and was unlucky to 
have two difficult catches put down in 
his opening over. 

Skipper Rod Holmes then turned to 


the off spin of Daley Holmes to try to 
remove the opposite skipper Pete An- 
ning. Daley took one wicket but An- 
ning stood firm and saw his side 
through to victory with an unbeaten 
31. 

West Dorset Junior 
Cricket League 

Uplyme U15 Colts 65 for 3 beat 
Martinstown 62 for 7 by seven wickets 

UPLYME got the league season un¬ 
derway with a comprehensive seven 
wicket victory at Martinstown. 

The hosts opted to bat first and got 
off to a flyer reaching 25 without loss. 

Uplyme Captain Rhys Davies then 
brought himself on to bowl and had 
Stewart caught behind by Luke John¬ 
son and followed it up by clean bowl¬ 
ing the next batsman without scoring. 

Meanwhile Martinstown skipper 
Andrews led by example and carried 


his bat to the compulsory retirement 
target of 35. 

However, when Tyler Wellman 
joined the attack he helped to slow 
the run rate further by taking another 
two wickets. 

The late introduction of off spinner 
Daley Holmes then completely stran¬ 
gled Martinstown - Holmes taking 3 
wickets for 4 in two overs closing the 
innings on 62 for 7. 

Uplyme went straight onto the at¬ 
tack with Wellman hitting his first ball 
through midwicket for four followed 
by another four and a six over square 
leg. 

He was eventually out for a belliger¬ 
ent 31. Martinstown fought back and 
took two more quick wickets includ¬ 
ing skipper Rhys Davies for 0. 

It was left to Wesley Holmes 15 not 
out and Harry Felgate 5 not out to 
complete the victory with nine overs 
to spare. 
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Bridport bowls 


Titanic finish in 
mixed pairs comp 

MARY Hansford and Mike Craddock were crowned 
champions after a titanic battle with Ann Parkins and 
Keith Jenkins in a mixed pairs round-robin competi¬ 
tion. 

A 2,3,3 finish against joint wooden spoonists Jenny 
Harding and Brian Baker seeing them home 29 -27. 

Penny Pither and Mike Parsons took third spot with 
a very credible 22. 

Barbara Jenkins and Phil Benton also shared the 
wooden spoon on 11 shots, with Robin Pither winning 
the spider competition at the end. 


Bridport skittles 


Presentation night details 

BRIDPORT Skittles League Presentation Night takes 
place this Friday (May 16th) at Freshwater Beach 
Leisure Park. 

Tickets are available from the Lord Nelson at £4, or 
at the door on the night £6 with presentation of tro¬ 
phies starting at 8.30pm. 

There will be a raffle held in aid of the Dorset & Som¬ 
erset Air Ambulance with a first prize if £100 plus 
many other prizes; your support would be appreci¬ 
ated. 

Entry forms for next season need to be returned to 
the secretary by June 1 st. 

Bridport Skittles League is looking for more teams 
to join the league. If you are interested and want to 
know more, please email the secretary - 
mpaulley.t21 @btinternet.com 

Entries for next season close on June 1 st. 


Bridport Football 


3rds sign off in style 

Bridport 3rds 4 
SWANAGE & HERSTON TOWN RES 2 

BRIDPORT 3rds signed off their season with a good 
victory over Swanage & Herston to make it seven 
points from the last three games which saw them 
finish fourth from bottom of Dorset League Division 
One. 

Both sides were strengthened with senior players, 
and despite Bridport making a missing a number of 
excellent chances, it was the Swans that took the 
lead just before the break. 

However, Chris Symes equalised almost immedi¬ 
ately when he bundled home Matt Morley's cross to 
leave it level at half-time. 

It was Morley who put the Bees ahead after the 
break when he raced free to slot home but the visi¬ 
tors equalised with a superb 25-yard shot that flew 
into the top corner of stand-in keeper Adam Stordy's 
net. 

Despite a long period of pressure Bridport could 
not find a way through, before Morley once again 
produced the pass after getting around the back of 
the Swans defence, and although Matt Condliffe 
sliced his attempt, the ball ran to Tom Fouracre on 
the edge of the area who smashed the ball into the 
roof of the net. 

Condliffe atoned for his error to make it four when 
he brought the ball down on his chest before firing 
home a vicious volley from an angle into the far cor¬ 
ner of the net. 

Manager Andy Hitchcock, in possibly his last game 
in charge, said: "We could have been four up in the 
first ten minutes but for poor shooting, but we were 
worth the win in the end. Shane Evans was superb 
at the back for us, and it was good to finish the sea¬ 
son on a high after a fairly difficult campaign." 


Send your sports 
photos, news and 
reports to; 

howard@pemedia.co.uk 


Bridport RFC 


Football tables 


Doyen of rugby sparkles at Blues dinner 


THE man who has been the 
voice of BBC Radio rugby 
for 40 years enthralled 90 
club members who at¬ 
tended Bridport Rugby 
Club's annual dinner last 
Friday. 

Ian Robertson, the ex- 
Scotland and Lions player, 
who has commentated at 
every level of the game en¬ 
tertained all present with a 
wonderful collection of sto¬ 
ries and experiences in 
what was one of the best 
ever heard at the club. 

The BBC World Service 
audience of around 230 
million possible listeners 
has given him access to all 
changing rooms through¬ 
out the years. 

This had led to interviews 
with not only leading world 
players and administrators, 


but also with some world 
leaders, and many present 
said what an honour it was 
to have heard him. 

recognition 

Later he made presenta¬ 
tions to several club mem¬ 
bers in recognition of their 
contribution of effort over 
the season and over past 
seasons. 

Among them was a spe¬ 
cial award to Stuart King in 
recognition of his 25 years 
as treasurer of the club. 

He also presented the 
Player's Player of the Year 
award to the inestimable 
Mike Pibworth, and also 
Young Player of the Year, 
Will Haggerty. 

The club's Annual General 
Meeting will be held at the 
club on Thursday, May 
22nd at 7pm. 



Bridport Gig Club 


BRIDPORT Gig Rowing Club Ladies A team 
pulled off a very successful 53rd position 
overall out of 136 boats in the World Gig 
Rowing Championships on the Isles of SciIly 
over the Bank Holiday weekend. 

Racing in "Dagger" they battled it out in 
near perfect racing conditions and won a nail 
biting third sprint race, beating both Bristol 
and old rivals Weymouth! 

In the Ladies Vets race involving 72 teams, 


the A team finished 28th in "Dagger", whilst 
the B team finishing 57th in "Blaez". 

Ladies vice-captain Shenda Shopland said: 
7 am so proud of the all the ladies who raced 
over the weekend. They rowed like demons! 
Some of them only started rowing a few 
months ago, so our results are to be cele¬ 
brated." 

The men also gave sterling performances 
with the A team in "Dagger" finishing 93rd 


■ GREAT PERFORMANCE:The Bridport Gig Club Ladies squad 
pictured below right and (left) the'A'team with "Dagger" 



PORTLAND UNITED . 

....32 

60 

71 

WEYMOUTH RES . 

....32 

38 

64 

MerleyCobham. 

.32 

37 

62 

Hamworthy Rec. 

.32 

54 

56 

Wareham Rangers. 

.32 

12 

50 

Mere Town. 

.32 

19 

49 

Swanage & Herston*. 

.32 

2 

47 

BRIDP0RTRES . 

....32 

12 

43 

Tintinhull. 

.32 

1 

40 

Blandford United. 

.32 

-21 

40 

Sherborne Town Res. 

.32 

-12 

38 

Holt United. 

.32 

-18 

37 

Parley Sports. 

.32 

-20 

37 

Shaftesbury Town*. 

.32 

-20 

37 

Cranborne. 

.32 

-43 

34 


Poole Borough. 

Hamworthy Utd Res*. 


-41 

-60 


Bridport Ladies excel in World Champs 


out of 138 entries, and the B team aboard 
"Blaez" finishing 129th, all commendable re¬ 
sults given the small size of the club's squad. 

The crews will be back on the water within 
the next few days to continue training for the 
busy summer regatta season. 

BGRC is always looking to attract new 
members. If you fancy having a go, please 
contact us via the website www.bridportgig- 
club.org. 


Senior League 

Pld 

GD 

Pts 

Westland Sports. 

...26 

65 

67 

Sturm Marshall. 

...23 

37 

55 

Chickerell Utd. 

...26 

22 

51 

Gillingham Res. 

...26 

13 

47 

Corfe Mullen Utd. 

...25 

27 

46 

Upwey & Broadwey. 

...24 

21 

42 

Portland Utd Res. 

...25 

16 

36 

Witchampton Utd. 

...23 

-6 

29 

South Cheriton. 

...26 

-23 

29 

Blandford Utd Res. 

...24 

-13 

26 

Piddlehinton Utd. 

...26 

-24 

25 

Sturm Newton Utd. 

...25 

-7 

23 

Kingston Lacy. 

...26 

-61 

13 

Okeford Utd. 

...25 

-67 

7 

Dorset Division 1 

Pld 

GD 

Pts 

Balti House. 

....24 

28 

58 

Dorchester Sports. 

....24 

27 

48 

WincantonTown Res... 

....21 

38 

45 

Kangaroos. 

....23 

27 

43 

Milbome Sports. 

....23 

27 

43 

Weymouth Spartans... 

....23 

0 

39 

Poundbury Rovers. 

....24 

14 

36 

Poole Borough Res*. 

....22 

1 

29 

AFC Cobham. 

....24 

-26 

25 

Bridport 3rds. 

....24 

-24 

20 

Swanage & Herst Res.., 

....23 

-37 

17 

Bere Regis. 

....24 

-42 

16 

Stourpaine*. 

....23 

-33 

10 

Dorset Division 2 

Pld 

GD 

Pts 

Lytchett RT. 

Shaftesbury Town Res. 

....25 

....24 

74 

31 

61 

54 

Portesham Utd. 

....23 

12 

47 

Redlands FC. 

....25 

16 

46 

Parley Sports Res. 

Portland Town. 

....26 

22 

45 

....26 

17 

39 

Chickerell Utd Res. 

....26 

-2 

36 

Corfe Castle. 

....26 

5 

35 

Wareham Rangers Res, 

Gillingham Town A*. 

....24 

6 

33 

....23 

....25 

2 

-32 

33 

19 

Piddlehinton Utd. 

....26 

-34 

18 

Ship Inn, Wool. 

....26 

-49 

18 

Sturm Newton Res. 

....25 

-68 

14 

Dorset Division 3 

Pld 

GD 

Pts 

AFC Blandford. 

....20 

30 

52 

Broadstone. 

....20 

52 

41 

Stickland Utd*. 

....20 

40 

37 

Mere Town Res. 

....20 

30 

35 

Henstridge Utd. 

....20 

7 

34 

Stalbridge. 

....20 

-17 

26 

Handley Sports. 

....19 

-8 

23 

Maiden Newton &C. 

....19 

5 

22 

Portland Town Res. 

....20 

-44 

16 

Sturm Marshall Res. 

....20 

-36 

14 

Donhead Utd. 

....20 

-59 

6 

Dorset Division 4 

Pld 

GD 

Pts 

Puddletown. 

....22 

43 

53 

Milborne Sports Res. 

....22 

30 

48 

Weymouth Spart Res.., 

....21 

13 

38 

AFC Cobham Res. 

....22 

7 

37 

Owermoigne. 

Portland Town A. 

....22 

5 

31 

....22 

-18 

29 

UFC Poundbury. 

....21 

-8 

27 

Pimperne SS. 

Corfe Mullen Utd Res.. 

....22 

1 

25 

....22 

-21 

22 

South Cheriton Res. 

....22 

-12 

20 

Kangaroos Res. 

....22 

-28 

20 

Cranborne Res*. 

....22 

-12 

16 


Dorset Division 5 Pld 

Portland Utd Youth.18 

Broadstone Res.18 

LytchettRT Youth.17 

Corfe Castle Res.18 

Handley Sports Res.17 

Marnhull*.18 

Portland Town B.18 

Wool & Winfrith.18 

Piddletrenthide Res*.18 

Okeford Utd Res*.18 


GD Pts 

35 42 

29 39 

45 34 


28 
23 
8 20 
-36 20 

-13 18 

-49 11 


Racing - Point-to-Point 


Gwanako makes 
it six on the trot 


FORMER Topham and Ascot 
Chase winner Gwanako romped 
home by 20 lengths form his 
only rival Civil Servant in the 
Ladies Open at the Cattistock at 
Littlewindsor on Bank Holiday 
Monday to record his sixth con¬ 
secutive win. 

Double 

Henley trainer Jack Barber was 
in double form with Posh Totty, 
who walked over in the Hunt 
race, and the impressive Rock On 
Oscar, who quickened clear of his 
three rivals to take the 2m-4f 
Maiden under Will Biddick. 

"It's the first horse we've sent to 
Jack; he's done a good job; and it 
will be the first of many," said Paul 
Nicholls, joint-owner with Chris 


Barber, Dave Bennett and Ian 
Fogg. Bought for €34,000 at Tat- 
tersalls Ireland Derby June 2013 
Sales, Rock On Oscar may con¬ 
test one more point-to-point be¬ 
forejoining the champion trainer 
to pursue a career under Rules in 
the autumn. 

Having walked over in the 
Hunt, Barber rode Posh Totty in 
the Men's Open, but she could 
only finish third beaten 31 and 21 
by Champagne Rosie with 
Michael Legg aboard and Round 
Tom. 

The previous day he rode 
Kostquarta into second place in 
the Men's Open at the Devon & 
Somerset Staghounds at Holni- 
cote. 


Youth Cricket extra 


Elwood elevates West to new heights 


North Dorset U15's 206 all out 

lost to West Dorset U15s 210-4 by 6 wickets 

A CULTURED unbeaten century from James El¬ 
wood helped West Dorset complete a compre¬ 
hensive victory over their rivals from the North in 
the beautiful surroundings of Milton Abbey 
School last week. 

Elwood's 106 not out, was the highlight of an 
outstanding team display by the West who won 
with 12 overs to spare. 

Winning the toss the visitors asked the North 
to bat on a green wicket in blustery conditions. 

Dan Stevens struck in the second over clean 
bowling M Knight (3) in a impressive display of 
attacking bowling which gave him match figures 
of 4-27 from 8.4 overs, which backed up by a su¬ 
perb display in the field had the North struggling 
to score runs. 

With Tom Chedzoy returning figures of 3-19 
from 7 overs, the hosts were indebted to M Neb- 
bly (66) and L.Wright (35) who’s hard hitting 
eighth wicket partnership enabled the North to 
post a respectable 206 all out in 39 of their allot¬ 
ted 45 overs. 


The West reply got of to the worst possible start 
with Dorn Webb (0) being cleaned bowled by H 
Chant with only 6 on the board. Tom Blair (11) 
went with the score on 23-2 as the North made 
early inroads, but C Clark (33) and Elwood fought 
back, and in a dominant batting display with any¬ 
thing wayward being punished, regained the 
West's ascendancy. 

With the departure of Clark, Joe James (31) 
played a supporting role in a partnership of 119 
as Elwood continued to show class and fine 
judgement as the West cruised to their target. 

Although James lost his wicket with two runs 
required, it was left to Elwood to seal victory with 
a magnificent six over square. 

Joint coaches Grant Neven and David Trotter 
were full of praise for their charges and added: 
"The hard work and dedication shown in training 
certainly reaped dividends for the boys today. 

"James will quite rightly take the plaudits for his 
magnificent innings, but this was an excellent all 
round display by all 11 players who are now 
showing that hard work and practice pays; well 
done all." 
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EtWftt GUOOM1NG 
SALON 


High quality pet grooming service at competitive 
prices with an experienced groomer. 
Bv All breeds catered for including cats and 
10% off all grooming treatments for dogs 
boarding at Elwell Boarding Kennels. 

For more information please call Nadia on 07528 547189 
Or visit us online at: www.elwellfarm.co.uk 
E-mail: nell@elwellfarm.co.uk 
Waytown, Bridport, Dorset DT6 5LF 
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CONTACT OUR I? 1297 , 446152 , 

cnADTcncci/ howard@pemedia.co.uk 
5PORT5UE5K www.viewfromonline.co.uk 


viewonline24/7 

viewfromonline.co.uk 


LLWELL 'BOA'R'DI'NG 
KENNELS 


Fully licensed boarding kennels 
in the heart of the 
Dorset countryside 

No minimum stay 
For more information please call: 

01308 488923 / 07968 094 771 Or visit us online at: 
www.elwellfarm.co.uk E-mail: nell@elwellfarm.co.uk 
Waytown, Bridport, Dorset 


INSIDE: Comprehensive local sport round-up 


"Big Swing"continues to inspire young golfers 


"BIG Swing", the 2014 primary golf 
event which forms part of the West 
Dorset Primary School's School 
Games was not only a hit with bud¬ 
ding golfers but also proved a success 
in training 50 Young Leaders from The 
Sir John Colfox School and Budmouth 
School, Weymouth, in the skills re¬ 
quired to mentor younger children. 

Now an established PE activity in 


by Stuart Broom 

stuart@pemedia.co.uk 


many of the schools, the event en¬ 
courages children of all abilities to 
have a go at learning 
Twenty-two teams from schools in 
Bridport, Beaminster, Lyme Regis, 


Weymouth and Portland competed in 
the event held at The Sir John Colfox 
School. Each team comprised ten Year 
4 golfers playing quick-fire tri-golf, 
where scoring was crucial but fun and 
teamwork were of equal importance. 

Supported by leading golf charity 
the Golf Foundation, three top local 
PGA Professionals, Duncan Driver 
(Lyme Regis GC), Des Lochrie (Wey¬ 




■ IN THE SWING: Sir John Colfox students who will now attend the School Games as Young Leaders 



mouth GC) and David Parsons (Brid¬ 
port & West Dorset GC), had coached 
the boys and girls in advance regular 
sessions at the schools, or worked 
with teachers at a training session, 
with the aim of follow-up coaching 
sessions at the golf clubs. 

The trio were present on the day to 
oversee the competition, encourage 


their young students, and hand out 
some last minute top tips. 

Golf Foundation Regional Officer, 
Mark Boscott, was also on hand to 
train the Young Leaders aged 11-19, 
who can now help mentor youngsters 
at up and coming events, and help 
the PGA Professionals back at the golf 
clubs. 


Congratulations go to Symondsbury 
Primary School in the Bridport pyra¬ 
mid, and Salway Ash from the 
Beaminster pyramid who will now go 
on to represent West Dorset at the 
Sainsbury School Games on July 2nd 
at Bryanston School where the Young 
Leaders will also be officiating. 




HEATING, ELECTRICAL & RENEWABLES 


Plumbing, Heating & Renewable Energy Systems 


renewables 


electrical o& 

heat pumps = C/3 


id 
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iomas 


Our Services include: 

Gas & Oil Central Heating Systems 
Boiler Installations and Servicing 
Solar PV Panels 
Solar Thermal Panels 
Log Burners 
Air Source Heat Pumps 
Ground Source Heat Pumps 
Biomass Boilers 

Electrical Maintenance, Install and testing 

We can Design, Supply, Fit and Maintain any system you 
currently have or are looking to install, we provide the 
best possible solution for your individual circumstances 
and requirements, ensuring we deliver best efficiency and 
cost savings. 


pwenergy helping shape a perfect woifld 


2b Colyton Business Park, Wheelers Yard, Colyton, Devon EX24 6DT 

info@pw-energy.co.uk 


01297 552 907 

www.pw-energy.co.uk 
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